MODERN PACKAGING 


INDEX TO VOLUME 28 
SEPTEMBER 1954 TO AUGUST 1955 


GENERAL ALPHABETICAL INDEX 


Abbott Laboratories 
Fired-on decals. 
Two-compartment vial. 
Ac’cent on production (modern packaging plant, 
re-design program); Amino Products Div. 


ACETATE 

Acetate boxes from a new machine; David 
Traum Co. 

Acetate (packaging uses); D. S. Hopping 
(Celanese Corp.) 

Impulse for sportswear; McGregor trunks and 
shirts in re-usable plastic tubes; David D. 
Doniger & Co. 

Vacuum forming of acetate for packaging industry. 
E. V. Clarke (Plastics Div., Celanese Corp.).... 

Acids. See Chemicals. 


ADHESIVES 
Adhesion seminar, Packaging Inst.: Training 
adhesion engr.; Testing glue adhesion to 
cartons; Testing glue adhesion to glass; 
Testing glue adhesion to transparent film 
Adhesive for bonding polyethylene-coated 
kraft board; Adhesive Products Corp. 
Adhesive in form of uhs upported film; Bond 
Adhesives Co 
Adhesives for shipping container sealing. 
W. Sederlund (Natl. Adhesives Div., Natl. 
Starch Products, Inc.). 
Ball valve for glue; Glutex applicator. 
Booklet: How to Handle Adhesives for Transparent 
Films; National Adhesives Div. of National 
Starch Products, Inc. 
Bottle label glue; Federal Adhesives Corp. 
Brochure: Bondmaster Adhesives for Film, Foil, 
Fabric and Other Web Laminators; Rubber & 
Asbestos Corp. 
Heat-sealing adhesive for attaching vacuum- 
formed blister-type —— Pyroxylin 
Products, Inc. 
Inside printing makes for ‘easy set-up;*shipping 
container for automobile adhesives turns into 
counter display; Minnesota Mining & Mfg. Co. 
New kind of squeeze; extrusion fabricated 
polyethylene tube for Le Page’s pastes and glues. October 
Non-flammable heat-seal adhesive; 
Federal Adhesives Corp. July 
Polyethylene plastic adhesive; Adhesive 
Products Co. eee 
Resin-based adhesive for use on corrugated 
fruit or nut cartons; Swift & Co. 
Resin-based, case-sealing adhesive for use on 
corrugated fruit or nut cartons; Swift & Co. 
Side-seaming adhesive for tinless metal 
containers; Borden Co. February 


December 
September 
December 


ADVERTISING AND PUBLICITY 

Ad man needed in modern packaging. . January 

Advertising and the package; brand-to-brand 
combat in marketing arena. August 

Booklet: Your Anniversary— How to Make the 
Most Of It; Dennison Mfg. Co. 

Display Gallery. See page 2 of Modern Packaging, 
each month. 

The dollars and Sense of Business Films 
(reviewed), Assn. of National Advertisers. 

Graphis Annual, Encyclopedia of International 
Advertising (reviewed). . 

Is the ad man on your team? (ed. ). 

Kellogg’s Norman Rockwells; magazine-cover 
carton for corn flakes; contest packages. 

Photographic film; Ansco. 

Premium offers: 

Package gives away money; replicas of Confederate 
bills for Cheerio box tops; General Mills 

Premium offers of soap companies. 

This package sings! Wheaties package with 
phonograph record; General Mills 

Soap manufacturerS .....eccee0eee8e0e008 8 ° 

Television; color television and package 
promotion 

33rd Annual of Advertising and Editorial Art and 
Design (reviewed); Art Directors Club of 
New York. 

Aerosol Festival. 


ol. 28 (Sept. 1954 — Aug. 1955) 


AEROSOLS Month 
Aerosol dusts; push-button dispensing of powders. . September 
Aerosol movie (The Spray’s the Thing); ’ 

E. I. du Pont de Nemours & Co., Inc. June 
Aerosol spray for silicone release agent; Dow 

Corning Corp. sees May 
Aerosol-type pressurized container in 

dairy industry. .. August 
Aerosols gain 33%; survey of Chemical 

Specialties Mfrs. Assn. July 
Aerosols in pharmaceutical industry; Packaging 

Inst. disc.: Glass aersols; Refrigerated filling; 

Pressure-fill method. December 
Cosmetic and toiletry packaging October 
Developments in 1954. January 
Digest of federal and municipal regulations 

re pressurized aerosol products; also Manual 

for Vendors and Fillers of Aerosols and 

Pressurized Packages (reviewed); Chemical 

Specialties Mfrs.’ Assn. July 
Dip tubing for aerosols; Anchor Plastics co., Inc. . June 
Look at the aerosol; climbing toward half-billion 

mark; metal, glass, plastic containers. April 
Now comes the metered mist; purse-sized perfume 

aerosols (Dew-Dab Pursettes); Lentheric, Inc. .. March 
Prize-winning aerosol containers in 3rd annual com- 

petition sponsored by Chemical Specialties 

Mfrs. Assn. ° January 
Small aerosol containers; Ronor Corp. February 
Small aerosol containers with cosmetic appearance; 

Sunex Div. of Sun Tube Co. March 
Sound-slide film: Push-Button Living; General 

Chemical Div., Allied Chemical & Dye Corp. ... July 
Use by packagers; Modern Packaging survey. ..... November 


AIR CARGO 
Air cargo packaging and packing. R. C. 
Horstme yer (TransWorld Air Lines). 
Packages for guided missiles. C. S. Partisano 
(Guided Missiles Dept., General Electric Co.). .. May 
QMC’s challenge to packaging; aerial 
delivery program July 


AIR-CONDITIONING EQUIPMENT 
New look on supply-house shelf; set up box and 
polyethylene bag for Anaconda product 
(vibration eliminator); American Brass Co. 
Airtex Products, Inc. 
Industrial family; redesign program of Airtex 
Automotive Div. and Master Parts Div. 


December 


ALCOHOLIC BEVERAGES 
Ambassador with portfolio; lithographed display 

unit; Continental Distilling Corp. June 
Beer in quart sized bottles and over-sized cans. .. October 
Brandy baggage truck; 3-dimensional display unit 

for Martell Cognac brandy; Park & Tilford 

Distillers Corp. October 
California tries out wines in cone-topped cans; 

Yosemite Winery Assn. January 
Cushioned bottle-carriers; Anheuser-Busch, Inc. September 
Decanter without clutters; modern functional 

design for Old Forester; Btown-F orman 
Decorative packaging trend in the liquor field .... 
Elaborate servers bid for Christmas holiday 

liquor sales; gift packages of Seagram’s and 

Jack Daniel Distillery. ... October 
Filigree labels cut sen foil; holiday pack for 

liquor containers; Ancient Age Distilling Co. ... March 
For beer: easy-open perforated carrier carton; 

P. Ballentine & Sons. July 
Fractionalizing the case; display cartons in tear- 

Strip shipping case; Brown-F orman Distillers Corp. June 
Giant package replicas for indoor and outdoor 

displays; San Francisco Brewing Co. June 
Gift carton (vacuum-formed simulated gold sheet 

mounted on outer sleeve wrap); Calvert 

Distilling Co. March 
Half-pints to try; point-of-purchase display; 

Glenmore Distilleries Co, February 
New tear-strip for Sanderson’s Vat 69 Scotch 

whiskey bottles; Park & Tilford . 

Package and machine for beer holding six 12-oz. 
cans; Berada Corp. May 
Pole stacker with automatic lift; beer carry-home 

cartons; Miller Brewing Co. .. May 

Polyester as bag wrap for liqueurs; G. F. Heublein. 


December 
November 


November 
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100 


230 
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91 


180 





Polyethylene for distilled liquor. .... 

Push-button beer lines; automation for cans ‘and 
bottles; Anheuser-Busch, Inc. 

Sea-going decanter for use on boats and outdpor 
terraces; Glenmore Distilleries Co. 

Snifters by mail from France; display to stimulate 
cognac sales; Schiefflin& Co. ... 

Three drops of ‘whiskey’ light up intermittently; 
3-dimens ional display; Jack Daniel Distillery. 

Timely interest for lager; grandfather's clock 
sSurmounting paper cabinet containing cases of 
beer; G. Heilman Brewing Co. 

12-can week-ender for beer; Hudepohl Brewing Co. 

Allen-Bradley Co. 

Parts by the reel; resistors on pressure-sensitive 
tape feed machines assembling electronic 
circuits. .. 

Allied Chemical te Dye Corp. 

Half-pint samplers for family of four chemicals. 

Sound-slide film: Push-Button Living; General 
Chemical Div. 

Unit-load cylinders . 


ALUMINUM 
Aerosol containers. See Aerosols. 
Aluminum sheet tray for TV dinners; C. A. Swanson 
& Sons... eevee 
Collapsible aluminum shippers; " Zarges- -Metalibau, 
K.G. (represented by G. H. Leigh Associates). 
Hammered aluminum eft tins; Weinman 
Bro., Inc. 2.220 
Rigid ‘aluminum containers ‘for take-out orders; Ekco 
Products Co. .... 
Aluminum bottles. See Bottles 
Aluminum foil. See Foil. 
American Bottlers of Carbonated Beverages 
Soft-drink survey. ‘ 
American Brass Co., American Metal Hose Div. 
New look on shelf; set-up box and polyethylene 
bag for Anaconda product (vibration eliminator)... 
American Can Co, 
Canco research center 
American Cyanamid Co. 
Paper-sling pallet (Accopak). 
American Home Products Corp, 
Interlocking nozzles let cans stay right-side up; 
display techniques of Boyle-Midway Div. 
American Iron and Steel Institute 
Booklet: Industrial Defense Planning Manual 
American Machine & Foundry Co, 
Atom plant for industry 
Brochure: Roll Equipment for Streamlined Variety 
Roll Production. ° 
American Management Assn. 
Company Experience in Improving Packaging 
Efficiency (reviewed). 
Getting the Most from & search and Engineering 
(reviewed). 
Packaging Exposition. See National Packaging 
Conference and Exposition. 
American Pencil Co. 
Novelty package to up sales of pencils. 
American Rack Merchandisers Institute 
ARMI award winners (packaging). 
Booklet: Non-Food Volume Through Point-of-Sale 
display. 
American Safety Razor Corp. 
Self-stacking razor sets forming counter 
display rack. 
American Society for Testing Materials 
Directory of Commerical and College Testing 
Laboratories 
American Society of Mechanical Engineers 
Pattern-pallet chart. . 
American Standards Assn. 
American Standard Specification for One~Quart 
Round Motor Oil Cans. 
Amino Products Div., International Minerals & 
Chemicals Corp. 
Ac'’cent on production; ultra-modern packaging 
plant; re-design program. 


AMPULS 
New ampul inspector, mechanical device rotating 
ampul or vial overbeam of light for visual check. 
V. H. Wallingford and Frank L. Mackey, Jr 
Ancient Age Distilling Co. 
Filigree labe!s cut from foil; holiday pack for 
liquor containers. 
Anheuser-Busch, Inc. 
Cushioned bottle carriers. 
Push-button beer lines; automation for cans 
and bottles. 
Ansco, Binghamton, N. Y. 
Ansc o goes red; All-Weather Pan black-and-white 
camera film. 
Antell, Charles 
Three-sided deal package; counter display unit; 
special sales offer 
Anthracite Industry’s Laboratories and 
Anthracite Equipment Co. 
Burn it up without opening; Uonnie Jurns 
Briquets in cellophane wrap 


ANTEFREEZE COMPOUNDS 
Gallon-case loader for du Pont Anti-Rust 
Anti-Freeze. 
Apparel. See Clothing; Hosiery. 


Month Page 


February 146 
March 115 
August 80 


January 


November 


February 
April 


February 
May 
July 


November 


july 


July 
July 


September 


July 
November 
April 


September 


March 


August 


October 
February 


January 


July 


March 


August 


October 


September 


March 


March 
September 


March 


April 


November 


APPETITE APPEAL 
“ffect on package design. 
Housewares packaged for supermarkets. .... 
Picture packs; appetite appeal illustration on 
transparent film. 
Sunsweet's switch; new packaye and shipping 
cases. 
Argus Camera, Inc. 
Counter space-saver for camer 
Arrowood, S. D. & Co. 
Package measures hose length; 
Needlepoint Hosiery. 


ASPHALT 
WVT of asphalt-laminated board. 
Atlas Plywood Corp. 
Booklet on-plywood shipping containers. 
Atom plant for industry. 
Atom test results; food packages. 


‘Automatic-merchandising. See Vending Machines. 


AUTOMOBILE SUPPLIES AND PARTS 

Battery acid in polyethylene-lined carton; 
Willard Storage Battery Co. 

Bright focus for Prestone (re-designed label); 
National Carbon Co. ° 

Dispensing package turns slow mover 
(Wind-O-Wipes) into fast seller; Graham Mfg. 
Co., Inc. 

“Dry? graphite lubricants for ‘friction parts. 

Hardware accessories for General Motors cars; 
packaging lines. .. 

Industrial family; re-design program of Airtex 
Products, Inc. (Automotive Div.). 

Plastic skin for parts; vinyl plastisol as strip 
coating; Buick Motor Div., General 
Motors Corp. 

Thermoplastic for packaging antifriction bearings; 
General Motors Corp, ee 


Baby accessories. See Infants’ Supplies. 
Bag filling. See Filling Machines and Equipment. 


BAG-MAKING MACHINES 

Plastic film sheeter and bag maker; 
LectrOmatic Devices, Inc. 

Polyethylene bag maker; Roto Hag Machine Corp. 

Transparent bag maker; Simplex Packaging 
Machinery 

Units (2) for manufacture of flat and gusseted glue- 
sealed cellophane bags, and for producing heat- 
sealed paper bags in flat or square styles; 
H. H. Heinrich & Co. 


BAG PACKAGING 

Bag packager; Errich International Corp. 

Bag packaging machine (Wrap-Trap); Triplex 
Industries, Inc. 

Bagging machine for candy, cookies and 
crackers; Wright Machinery Co. 

Semi-automatic packager for pre-packaging of 
hard and soft goods; Errich International Corp. 


BAGS 

Export market for. 

Housewares in transparent film bags; 
Federal Tool Corp. 

Identification of multiwall bag contents by tape 
sewn across bottom; Chase Bag Co. 

Seven nesting bags (cellophane with polyethylene 
coating) for 3 portions of popcorn; Betty Zane. 
Corn Products Co. 

VCl-lined cushioned bags for metal parts; 
Jet-Pak, Inc. 

See also Cellophane bags; Paper Bags; 
Polyethylene Bags; Textile Products. 

Baked goods. 
Baker Brush Co, 

Open season for brushes; ‘‘Open House’’ counter 

display. 


BANDING MACHINES 
Auton.atic cellulose banding; Stanley Hlome 
Products, Inc. 
Hand-operated cigarette bander, Nashua Corp. 


Neck-band applying machine; Gisholt Machine Co. . 


BANDS AND WRAPPERS, PRINTED 
Pressure-sensitive band for special packaging 
use and premium offers; Larido Corp. 


BARBECUE EQUIPMENT 
Charcoal lighter fluid in lithographed can, Sears, 
rRoebuck & Co. 
Barton’s Bonbonniere 
Contoured canister for chocolates. 
Battelle Memoria! Institute 
Electrostatic process for coating paper. 
Steel-container treatments. L. J. Nowacki, 
Mueller and &. H. Dent. 
Bauer & Black 
New high-gloss cartons for Curad boxes. 
Bayuk Cigars, Inc. 
Snap-on rack expands counter-display space 
for cigars. 


See Food Packaging — Bakery Products. 


Month Page 
January 71 
December 104 


September 95 


February 


October 


December 
September 


September 


June 


June 


June 


J 
March 


September 


September 


November 
December 


August 


August 


June 


November 
September 
April 


September 


December 


October 


November 


December 
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BEADING 


Automatic cylinder beader; Taber Monts 

Instrument Corp. ... 25522 ees Ceeeseevics February 

Beer. See Alcoholic Beverages. 
Besly-Welles Corp. 

Steel taps in re-usable cigarette case. ......+. April 
Betty Zane Corn Products Co. 

Seven nesting bags for 3 portions of popcorn. August 
BEVERAGES 

Baby’s juice (Clapp’s Fruit Juice for Babies) 

packed in standard nursing bottles; Duffy-Mott 

CO, cece recsseseseseseeeeeesecese March 
Beverage pallet loader also unloads; 

Coca-Cola Bottling CO, coccccesesccesecs March 
Booklet: ABC’s of Canning Soft Drinks, 

Continental Can Co. 2. ee eee ee ee ee ee eee February 
Coin-operated machines; packaging for. ....... May 
Coke going bigger? Family size bottle; The 

Coca-Cola Co .....-. Terrecrerre ree eee October 
Frozen juice concentrates in cans; appeal of 

larger size; Minute Maid Corp. ...-.++++ee0 October 
Giant package apenpiag displays of Coca-Cola 

Bottling Co. wc ccc cccccnces cece oesees June 
Highway sign for picnics; display stand for Canada 

Dry and related items; Canada Dry Ginger 

SE TR ccc rc iweera beh Ceseee See CAR aS July 
New trade group: The Soft Drink Canners 

A@GGa, Ge. coerce srcecseceeesesrecesece February 
New unity for Canada Dry; all products under 

one trademark. 0... c.ccccccccsecscccces October 
Orange-juice carton, disposable paper container. October 
Paper-packed orange juice; Borden’s. .......+.+-. December 
Same shape, new sizes; Coca-Cola Co. .......-. March 
Soft-drink survey; American Bottlers of 

Carbonated Beverages. ..-. +e eee ee eeeees July 
Soft-drink topics discussed (cans and bottles, 

carry-home cartons) at conv. of Amer. Bottlers 

of Carbonated Beverages and International 

Soft Drink Exposition, .. 1... cee ee eee eee e ee December 
Solderless food cans fOr frozen juices; 

Continental Can Con . 0.05 wees ce oe ween June 
Trouble-free bottle labeling; National Tea Co. October 
See also Alcoholic Beverages. 

**Blister’’ packages. ~. see ccccrcesececescecs September 
March 
March 
Boltaron (formable plastic sheet material); 
Bolte Products... ccccccccesseseccescecs April 


BOOK REVIEWS AND COMMENTS 
American Tomato Yearbook; John W. Carncross, ed. July 


Automatic Selling. G. R. Schreiber. .......++5. November 
Brand of the Tartan. Virginia Huck. ........+.+-. August 
The Business Founding Date Directory. 

Etna M. Kelley. .. cc ccccccccsesscseses March 
Color Guide for Marketing Media. Louis Cheskin. November 
Company Experience in Improving Packaging 

Efficiency; Amer. Management Assn. .....+++-+ March 
Deterioration of Materials — Causes and Preventive 

Techniques. .. ccc ccc recccceeseecceses January 
Directory of Commercial and College Testing 

Laboratories; American Society for Testing 

Materials. ..cccccccessecseseeeeseces March 
Directory of Contract Packagers; Packaging 

Institute. wc cece c cece cerenccesseeees June 
The Dollars and Sense of Business Films; Assn. 

of National Advertisers. .....seeeeeeee08 December 
Elements of Food Engineering (vol. 3). Milton E. 

Parker, E. H. Harvey and E. S. Stateler. ...... September 
Getting the Most from Research and Engineering 

(reviewed); American Management Assn. ...... August 
Graphis Annual, Encyclopedia of International 

Advertising Art. ..ccccccsccsesesescces October 
Handbook of Food and Agriculture. .......05. August 
Industrial Design in America, 1954; Society of 

Industrial Designers. .....eeeeeeeeeevees February 
Investigation of Shelf Life of Liquids in 

Polyethylene Bottles; U.S. Dept. of Commerce. .. June 
1955 Canners Directory (reviewed). .......56+. August 
Packaging Engineer. Louis C. Baraih .......-. December 
Pallets and Palletization; National Wooden 

Pallet Mfrs. Assn. «oe. ceeseeeevssessess November 
A Plastics Engineering Handbook; Society of the 

Plastics Industry, Inc. ...ccceccevcsevees November 
Point of Purchase Cardboard Displays. 

Victor Strauss. «cc ccccressseccceceser November 
Successful Commercial Chemical Development; 

Commercial Chemical Development Assn. ..... October 
Techniques of Plant Maintenance and 

Engineering — 1954. ..cccccccsesccccces September 
The 33rd Annual of Advertising and Editorial Art 

and Design; Art Directors Club of New York. February 
Trademark Management — A Guide for 

Businessmen; United States Trademark Assn. August 
The Universal Penman. George Bickham. November 

Booksellers. See Publishers and Booksellers 
Borden Co, 
Ice cream molds itself in a vinyl package. ...... March 
Mince meat in motion display. .....e5+eee0e88 December 
Paper-packed orange juice. .....++eees . December 
BOTTLES 
Automatic bottle-cartoning machine; 

Progressive Machine Co. .....0e ee eevee May 
Baby’s juice packed in standard nursing bottles; 

Clapp’s Fruit Juice for abies (Duffy-Mott Co.)... March 
Decanter without clutter; modern functional design 

for Old Forester; Brown-Forman. ....-.-.+655 December 
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Month 
October 


8-oz. bottle for various Canada Dry beverages; 
ACL, tabeled. ccc ccc cece sccesesescsees 
Glass milk ores use in home deliveries and 
in markets. errr eee ee eee 
Look of leather; paper labeled bottles for leather 
conditioner; The Lexol Corp, ..... 
Reducing costs in pharmaceutical packaging, Ww. Re 
Kiner (Armstrong Cork Co.), 2... 0s eee eee 
Sea-going decanter for use on boats and outdoor 
terraces; Glenmore Distilleries Co. ...... ee 
Seamless wide-mouth aluminum bottles with Beta 
Closure; Basic Material Supply Co. .......44. 
Squeeze-type. See Polyethylene Bottles. 


August 
October 
December 
August 


April 


BOTTLING MACHINERY 
Export market for. 


BOX BOARD 
All-purpose boxboard (Krafibre); Columbia Box Board 
Milde, ccccsccceccnceseccesece 
Boxes. See Folding Boxes and Display cartons; "Mailing 
Boxes; Metal Containers; Plastics; Polyethylene; 
Polystyrene; Set-up Boxes; Shipping Containers; 
Transparent Containers; Wooden Containers. 


BOX-MAKING MACHINERY 
Speedy cigarette-carton production with Int-O-Matic 
box-forming machine; International Paper Box 
Machine Co... 1... ee eee . 
Bradley Container Corp. 
Electron-beam process for ‘‘cold’’ sterilization of 
polyethylene packages and contents. 
Brands. See Trad rks and B 
Breck, John H., Inc. 
Packaging personne! training. Thomas M. Glynn. 
Bridgeport Fabrics, Inc. 
Built like a bee-hive; cone-shaped paper-board 
package for flexible weather stripping. 
Bristol-Myers 
Roll-on deodorant; plastic ball-top applicator for 
‘‘Ban,’’ 
Brookdale Food Co. 
Easy-to-dispense olives; polyethylene holder. 
Brown-F orma n Distillers Corp. 
Decanter without clutter; modern functional design 
fer Old Povester, «cc ccrccccccecccceces 
Fractionalizing the case; display cartons in tear- 
strip shipping case. 
Bruning Bros., Inc. 
Paints named for national Holiday Inn chain. 


February 


November 





December 


September 


January 


June 


December 


eoeeeves eesecccecese June 


October 


BRUSHES AND BROOMS 
Ad-format carton for rug cleaner applicator; 
Glamorene, Inc. 
All-purpose painting kits (Fabric-X); Wooster 
Breath Ce, cc cc ce cc cers eres cesesenees 
Card-and-bubble or ‘‘blister’’ package for pack 
of five tooth brushes; E. R. Squibb & Son. ..... 
Display-shipper for Aqua-Sweep Water Brooms; 
Demer Products, Tac. occ ccc cece ccc cccce 
Open season for brushes; Baker Brush Co.’s 
**Open House’’ counter display. ........++ 
Pliofilm band around bristles of a household 
broom; Zimmerman Brush Works, Inc. September 
The Pro in plastics; Pro-phy-lac-tic Brush Co. ... May 
Pro-phy-lac-tic tooth brushes in formed-plastic 
containers for juvenile market. .... 1.505065 
Toothbrush fleet invades bathroom; miniature 
ships with children’s toothbrushes; Pro-phy-lac- 
the HPGOR Ca, cc ccc ccesceseesesesssece 
Toothbrushes in family pack; E. R. Squibb & Sons. 
Bulbs. See Nursery Products. 


November 
September 
March 
August 
March 


March 


November 
October 


BUNDLING 
Bundle-tied rods; shrinkable bands or pressure- 
Sensitive tapes. «cc ccccreceseseseccces 
Bundlers turn to film; fraction-of-case units 
ip Coblepheme. 22 0 ce cece erence ceseseseeee July 
Burroughs Wellcome “Marezine”” tablets 
Packaging in glass vials with polyethylene 
closures; counter display. .......5eeeee08 
Business Founding Date Directory, The (reviewed). 
Butter. See Dairy Products. 


January 


C 


Cake mixes. See Food Mixes. 
California Prune & Apricot Growers Assn. 
Sunsweet’s switch; new package and shipping 
GOON. scovrerecereeseseeecseseresees 
Can closing machinery. See Sealing 
Equipment and Supplies. 


February 


CAN MANUFACTURERS’ MACHINERY 
All-purpose, low-cost automatic seater; Angelus 
Sanitary Machine Co, 
Canada Dry Ginger Ale, Inc. 
Highway sign for picnics; display stand for 
Canada Dry and related items. ° 
New unity for Canada Dry; all products ‘wader 
one trademark. ......+. 
Canadian National Packaging Exposition (3rd); 
package design winners. 
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114 
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128 
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126 


75 


92 
184 


144 


115 
122 


168 


CANDLES Mon th 
Candlelight for self-service counters; ‘‘Ho-Car 
Self-Decorating Candles’’; House of Carras, Ltd. . December 


CANDY AND CONFECTIONERY 
Grand emphasis next to full color, ‘‘ Fondant Mix’’ 
(‘‘Junket’’ product). . cecece 
Bunny bag, polyethylene pack for marshmallows 
with re-use value as toy; Fireside Marshmallow 
Co, ° 
Candy-box designs; employee opinions. ee 
Candy in loaf-type ‘‘meat’’ package; Deb's 
Candies. . 
Candy; Modern Packaging industry Survey. - M 
Coin-in-the-slot selling; design of unit package. ee 
Contoured canister for chocolates; Barton's 
Bonbonniere. cose 
Controlling bloom in candies; protecting 
refrigerated chocolate-covered candies from 
moisture damage. E. K. Heaton, G. Cowan and 
J. G. Woodroof. December 
Corrugated stand for candy; Mars Candy. April 
Flexibility in printing candy bar wraps; eH 
Chocolate Corp. - + April 
Large size economy milk chocolate bars; Walter 
Baker. .... October 
Non-crush candy tray; ‘Rockwood ‘Chocolate ‘Co. . +.» September 
Picture packs; full-color illustrations on cellophane. September 
Seven nesting bags for 3 portions of popcorn; 
Betty Zane Corn Products Co. ..... August 
See also Chewing Gum. 
Canned food. See Food Packaging — Canned F ood. 
Cans. See Fibre Containers; Metal Containers. 
Capping Machines. See Sealing Equipment and 
Supplies. 
Carded merchandise. See Merchandise Cards. 
Carrier cartons. See Folding Boxes and Display 
Cartons. 
Carry-home pack loader, Morris Paper Mills. June 
Carter Paint Co. 
Versatile paint demonstrator of corrugated board... December 
Automatic carton unloader; Island Equipment 
April 


CARTONING 
Automatic bottle-<cartoning machine; Progressive 
May 
Can-cartoning machine (Gar-Pak); Gardner 
Board & CartonCo . » May 
Cartoner for can carry-homes; Atlanta. Paper Co... January 
Cartoning machine (improved Tuc-Pac Model); 
Clybourn Machine Corp. +++ December 
Cartoning machines for folding cartons; Rex 
Packaging Machine Co. January 
Frozen pies; C. A. Swanson & Sons. February 
Quick-change carton former, setting up lock-tab 
trays automatically; Roberts Fig Co. April 
Cartons. See Folding Boxes and Display Cartons. 
Case-hand ling machine for use on automatic bottling 
lines; Container Handling, Inc. November 


CASE LOADING AND UNLOADING 
Beverage pallet loader also unloads; Coca-Cola 
Bottling Co. 
Case packer for No. 10 cans; Manitowoc Corp. 
Gallon-can case loader; E. lL. du Pont de 
Nemours & Co. 
Rigid or semi-rigid package caser; Food Machinery 
& Chemical Corp.’s Canning Machinery Div. .... May 


CELLOPHANE 

Brand of the Tartan (reviewed), cellophane tape. Virginia 

Virginia Huck. August 
Bread wraps. . November 
Bundlers turn to film; fraction- of-case units in 

cellophane. .. July 
Burn it up without opening; Bonnie Burns Briquets 

in cellophane wrap. ..... October 
Candy wraps. .... eee December 
Cellophane (packs ging uses); F. W. Spannagel 

(American Viscose Corp). »+ June 
Europe’s cellophane today. April 
Hardwere packets. September 
Insect penetration. April 
Mix it in the package; triple cellophane- 

polyethylene envelope for plastic splicing 

material; Minnesota Mining & Mfg. Co. November 
Modern cellophane lab; American Viscose Corp.'s 

Sylvania Division. .... September 
Overwrap for chocolate-covered candies; 

refreigeration tests. ...+.+++-+ . - December 
Overwraps for bulb packages. eee ° ooo May 
Picture packs; appetite appeal illystration. - +++ September 
Polyethylene-coated cellophane for automatically 

pre-packaged silver; Oneida, Ltd. ....... May 
Produce packaging. . . e March 
Restoration of moisture to cellophane after 

printing. W. G. Adams (Sylvania ae Div., 

Amer. Viscose Corp.), .....+5> Dece nber 


CELLOPHANE BAGS 
English food products in duplex bags; a 
- April 
Price-panel design; The Dobeckmum Co. ....-. November 


CELLULOSE ACETATE 
Formed wheels for fishing line. ee » July 
Produce wrapping. . March 
Window portion of baked goods cartons. ee November 


CELLULOSE ACETATE BUTYRATE 
Decorative labeling of liqueur bottles with 
molded plastics; Charles Jacquin et Cie. Inc. 
Thin-wall containers (‘‘See-clear’’ tubing); 
Schwab & Frank, Inc. ........ 
Celotex Corp. 
Cushioning Nomogram. 
Central Ice Cream Co, 
New bonnets for push-ups; automatic apy and 
sealing device. .. ° 
Cereals. See Food Packaging. Dry Products. 


CHAIN AND VARIETY S 

Variety-store awards; 19th Annual National Variety 
Packaging Competition ....... 

What variety stores want in packaging; ‘discussion 
at National Packaging Conference and 
ee ee ee 

Chase Equipment Corp. 

Polyethylene stoppering machine for shell glass 

vials of Kimble Glass Co. ....... 
Cheese. See Dairy Products. 
Chemical Specialties Mfrs. Assn. 

Aerosol products survey. ... 2.050 e eee eneee 

Digest of federal and municipal regulations re 
pressurized aerosol products; also Manual for 
Vendors and Fillers of Aerosols and Pressurized 
Packages (reviewed), ......5650 080% 

Sponsor of aerosol packaging contest; prize- 
CS 


CHEMICALS 

Battery acid shipped in polyethylene-lined 

carton; Willard Storage Battery Co. April 
Cans for chemicals. E. R. Blair, G. E. Curtis and 

L. E. Kneeland. .........+. .+ February 
Chemical symposium on packaging, labeling and 

transportation at 8th National Chemical 

Exposition. . ° . 
Cone-sha ped polyethylene liner designed to reduce 

leakage; Merck & Co., Inc. April 
Dow’s diamonds; traditional trademark shape and 

established colors for all products. - April 
Garden chemicals. .... May 
Ha lf-pint samplers for family of four chemicals; 

Solvay Process Div., Allied Chemical & Dye Corp. August 
She lf life in polyethylene bottles; Plax Corp. 

Jules Pinsky, A. R. Nielsen and J. H. Parliman.. October 
Shipment in Scrimtex (glass-reinforced paper) 

BEGee sc ce ccccons September 
Successful Commercial Chemical Development 

(reviewed); Commercial Chemical Development 

Asem. ..... . ° October 
Unit packs for cheniats; wigho-inmlanted 

envelopes holding enough for one experiment, 

Fisher Scientific Co. .... March 
Water-soluble package; hazardous chemical in 

polyvinyl alcohol film pouch; Renflo Chemical Co. January 
See also Drug Trade. 


November 


CHEWING GUM 
Vending machine packages; Wrigley’s. ... . 
Chicago Metallic Co. 
Multi-function merchandiser for baking pans; 
tear-tape shipper. ... 
Chicago Pharmacal! Co. 
Polystyrene container for vitamin capsules, 
Saran wrapped. .... September 
Chicago Wheel & Mfg. Co. 
Self-selling saw blades individually packaged in 
folding boxboard env — fitted into 2-tiered 
display carton. ......-. December 


CHILDREN’S PACKAGES 
Bunny bag; polyethylene pack for marshmallows 
with re-use value as toy; Fireside 
Marshmallow Co..... 
Double-duty shipping case; floor display stand for 
Nabisco boxes of animal crackers; National 
Biscuit Co. ...ceececees 
Hobby is his business; kits promoting youthful 
interest; Millard B. Deutsch eauenenaiael 
America, Inc.) ..... ‘ November 
Pro-phy-lac-tic tooth brushes i in : formed- -plastic 
containers for juvenile market. .......+. March 
Seasonal packages for candy. .......++++++-+ December 
Toothbrush fleet invades bathroom; miniature 
ships with children’s toothbrushes; Pro-phy-lac- 
tle Brumh Cae, cc ccccvccecseces November 
See also Toys and Games. 
Christmas packages. See Gift Packaging. 
Cigar and cigarette lighters. See Smokers’ Accessories. 


CIGARETTES 
Cigarettes, family style; counter display of Old 
Golds (3 kinds); P. Lorillard Co. .......+.++++ July 
Hand-operated cigarette bander; Nashua Corp. .. September 
Test runs of new packages; Philip Morris & Co. 
BOG, ceovovcccessecs 
Vending machine packages. .... 
Versatile cigarette merchandiser, P. Lorillard Co, 


CIGARS 
Is it farewell to the Indian? Re-design program of 
DWG Cigar Corp. .....+.- November 
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Modern cigar strategy; glass humidor and refill 
trays; Consolidated Cigar Co. (Dutch Masters 
*Coowns’’), «cceee e646 

Snap-on rack expands counter-display space; 
Bayuk Cigars, Inc. ..... ° innas 

Cleaning Products. See Soaps and Cleansers. 
Closing machines. See Sealing Equipment and 
Supplies. 


CLOSURES 

Alka-Seltzer’s innovations, formed polystyrene plug 
replaces cotton in glass vial, ......550065 

Lag closures carrying product identification of a 
variety of fruits and vegetables; Kwik Lok —~ 

Cans for chemicals...... cee. 

Completely transparent cover-all lia for paper 
food containers; Plax Corp. cecece 

Conart Self-Venting Cap; The Conart Co. eseecse 

Coverall closures (3 — plastic, metal, paper); 
Dixie CupCo. ...2ees e 

Crown-lining process eliminating use of cork, 
Dewey & Almy ChemicalCo. .... 

Does she really care? llousewife’s feeling about 
jar closures..... 

Double-decker pilferproot seal for glass bottles; 
vietal Closures, Ltd. 

Export market for glass closures. 

For plastic bags; Kwik Lok Corp. 

For polyethylene tubes; Le Page’s Inc. 

Formed-plastic lid as cover for liquid-tight paper 
containers. 

F our polyethylene dispenser c losures primarily for 
use on ylass bottles; Berman Bros., Inc. 

Gold metallized closures resistant to abrasion and 
effects of alcohol and essential oils; Owens- 
Illinois Glass Co. 

Heinz adopts new lug-vacuum cap. ° 

Improved press-on vacuum closure; Owens-Illinois 
Glass Co, 

More easy-open ideas. 

New tear-strip for Sanderson’s Vat 69 Scotch 
whiskey bottles; Park & Tilford. 

Plastic-lined crowns — of interest to beer and 
carbonated beverage industries; Continental 
Can Co. 

Plastic pour-or-sift top for ‘metal cans; 

American Can Co, 

Plug-type polyethylene closure for wide- mouthed 
glass bottle; Abbott Laboratories. 

Polyethylene. ° ee 

Polyethylene milk-bottle caps; Dairy Container 
Div., Owens-Illinois Glass Co, 

Polystyrene caps with conical liners; 

Poly-Seal Corp. 

Polystyrene metallized closure for decanter; 
Brown-Forman. . 

Prescription vials with ‘timing device on closure; 
Cellulplastic Corp. sees 

Reducing costs in pharmaceutical packaging. 

W. R. Kiner (Armstrong Cork Co.). ° 

Sealproof attachment (Beta Closure) for aluminum 
bottles. 

Snap-off can top of ‘polyethylene for ‘Sani- Flush; 
Hygienic Products Corp. .. 

Spout for dry milk container; Instant Milk Co. 

Stoppers for 2-section vials; Abbott Laboratories. 

Strong, economical multiwall-bag closure; St. 
Regis PaperCo. ..... 

38-mm. milk-bottle closure; Standard Packesine 


CLOTHING 

Apparel packaging for department stores and super- 
markets; Modern Packaging survey. o« 

Best seller selected for self service; Warner’: s 
A’Lure Bra.; folding-carton package. ....... 

Consumer examination; cellophane packages of 
German blouse firm. es eeeee 

Cooper’s coordinates; redesign program tying 
togethe- two trademarks and three lines of men’s 

apparel; Cooper’s Inc. 

English sweaters; cellophane packages. .... 

Impulse for sportswear; McGregor trunks and shirts 
in re-usable plastic tubes; David D. Doniger 
&Co... evens 

Simplified carton sizes save money, step up dis- 
play; Pauker Bros. (Men’s leisure wear), ...... 

Women’s panties in display packages; Sears, 
Roebuck & Co. .. 

See also Hosiery. 


COAL 
Sale of packaged compressed coal through vending 
machine; Moelder Coal Co. . 


COATINGS 
Aerosol lacquer coatings. ... 1. 6+ eseeeeees 
Coating polyethylene to paper...... coos 
Electrostatic process for coating paper; "Battelle 
Memorial Institute. .. ceoeveeece see 
Emulsifiable A-C polyethylene as inside or outside 
coating for glass bottles; Semet-Solvay Petro- 
chemical Div., Allied Chemical & Dye Corp..... 
Heat-sealing coating; Pyroxylin Products, Inc. ... 
Metallized polyethylene coating; Federal Sweets & 
Biscuit Co. ...eeeeees 
Plastic skin for parts; vinyl plastisol as strip 
coating; Buick Motor Div., General Motors Corp. . 
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Polyethylene-coated paper surface. 
Polyethylene wax for application in melt 
coatings; Eastman Chemical Products, Inc. 
Protective coatings as ingredients of food conveyor 
DeMBe cece cnc ccscensccssssececes 
Testing for blocking « ° e. 
Vinyl-resin-base coating of de-sized cotton, scrim 
cloth used as veal wrap; Swift & Co. 
Waxed paper coating for bread wrappers; Fabricon 
Products, Inc. .... 
Coca-Cola Bottling Co. 
Beverage pallet loader also unloads. ° 
Giant package replicas; in-door and outdoor displays 
Coca-Cola Co, (The) 
Coke yoing bigger? Family size bottle. ... 
Same shape, new sizes (king and family). 


COFFEE 

Film-lined coffee pouch; John Sexton Co. 

German small packages in cellophane bags. 
Coin-in-the-slot selling. See Vending Machines. 
Colgate Palmolive Co. 

Corrugated stands: a trend in displays? 
Collapsible Tube sifrs. Council; formation. 


COLLAPSi? LE TUBES 
Collapsible tubes gain. 


COLOR 
ACL labeled bottles for various Canada Dry 
beverages. .... 
Artificial daylight for < c olor matching; Crown 
Engineering & Sales Co, 
Color Guide for Marketing Media Geviewsd), 

Louis Cheskin. ... ° cnwe ees 
Color and imagery tests in package planning. 
Flock colors in fluorescent hues; Cellusuede 

Products, Inc. .... ° ees 
Grass seed packs need ‘not be green, multic olor 

cartons for ‘‘Aloha’’; Ged. A. Davis Co. 

Minox wins a place; color-keyed cartons for 
miniature-sized film used with miniature camera. 

Picture packs; full-color, appetite appeal illustra- 
tion on transparent film. 

Screen-coated ceramic color jackets on glass; John 

Hudson Moore’s Sportsman line of toiletries. ... . 
See also Dyes and Dyestuffs. 

Colton, Arthur Co, 
Multiple liquid filler. 
Columbia University 
Package Engineering course. 
Combs. See Toilet Accessories. 
Commercial Chemical Development Assn. 
Successful Commercial Chemical Development 
(reviewed), wc cccrccrenveeesevesecves 


COMPETITION 
Permanent areas alongside competitors’ 
packages. .... e. 
Condiments. See Food. Packaging _ Condiments. 
Consolidated Cigar Co. 
Modern cigar strategy; ylass humidor and re-fill 
trays for Dutch Masters ‘‘Crowns’”’ e. 


CONSUMER CONVENIENCE 
Does she really care? Housewife’s feeling about 
jar closures, .. . . 
Container Laboratories, Inc. 
Cushioning Nomogram (chart). . . ° 
Training program of epee personnel. Chas. 
ZuUBie cece sevecves 
Contests. See Exhibitions. 
Continental Can Cv 
Animated motion picture: The Grocer and the 
Canny Dragon. a a ee i) 
Educating the public about packaging and ‘ite. 
importance. Delbert Johnson. . . 
Continental Distilling Corp. 
Ambassador with entities lithographed display 
UMNit. «eee sees 


CONTRACT (CUSTOM) PACKAGING 
Directory of Contract Packagers eg 
Packaging Institute. ... 
Training personnel. Wm. T. Ropp (Pack-It, Inc.). «. 


. 


CONVEYORS 
Conveyor belt with slip-resistant surface; United 
States Rubber Co. 
Conveyor line device (E-Z- Merger); Standard 
ConveyorCo. ... 
Nylon for conveyors? L ink ‘belts at inspection 
Stations. ...... ° ° 
Package conveyor belt; ‘New York welting fe 
Packing Co......-. eceesesene 
Cooper’s Inc. 
Cooper’s coordinates; redesign program, tying 
together two trademarks and three lines of men’s 
@pparel,. wc cece reeressseeeseessvseses 


CORD AND TWINE 
Self-dispensing rope in shipping container; Wall 
Rope Works, Inc. ......e2ese005 
Corning Glass Works 
Film: Glass and You. .. 


see ee eee 
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CORROSION 
Cans for chemicals. 
Steel-container treatments. L. J. Nowacki, 
LE. R. Mueller and R. H. Dent: 
1. Phosphating scale-free sheet gives optimum 
durability to exterior enamels. 
2. Effect of phosphate on interior lining must be 
evaluated for each product. 
Corrugated board. See Fibre Containers, Shipping 
Containers. 


COSMETICS AND PERFUMERY 
Aerosol containers for perfumes. 
Building-block cartons framing the product; 
Coty, Inc. 
Cologne and perfumery _‘erosols. 


Cosmetic kit of formec§ lastic;Charles of the Ritz . 


Double-duty selector unit for Lehn & Fink 
Products Corp.’s Dorothy Gray Super Stay 
lipsticks and Sheer Velvet Film foundation 
cream. 
‘Heavenly Pearl’ from Hawaii; polystyrene 
representation of oyster pearl shell used for gift 
perfume packaye; Honolulu, Ltd. 
Mind’s-eye cruise; 3-dimensional Mediterranean 
scene for Prince Matchabelli’s ‘‘Cologne Cruise’’ 
package. 
Now comes the metered mist; purse-sized 
perfume aerosols (Dew-Dab Pursettes); 
Lentheric, Inc. 
Preventing loss of perfume 
Prince Matchabelli’s pop-up surprise; cologne 
flask in folding carton with extra cover that pops 
open revealing paper bouquet. 
Shelf packayes, bundling in cellophane. . 
Smart copy, high fashion sell; easel-back card for 
‘Lips’; Pond’s Extract Co. . 
Toiletries and cosmetics; Modern ‘Packaging 
industry survey. 
Transparent vacuur 
face powder. ee eeeee 
Violets that bloom on a counter; April Violets 
fragrance promotion, Yardley of London. 
Welch awards for 1954. 
See also Toilet Accessories. 
Cost of Packaging. See Packaging Costs. 
Coty, Inc. 

Building-block cartons framing the product. 
Counsel Machine Co. 

Automatic package maker (Robo-Wrap). 


COUNTER DISPLAYS 

Ac’cent point-of-sale display. 

Candlelight for self-service counter; ‘‘Ho-Car Self- 
Decorating Candles’’; House of Carras, Ltd. 

Cigarettes, family style; 3 kinds of Old Golds; 
P. Lorillard Co. 

Comb packages; Pro-phy-lac-tic Brush Co. 

Counter space-saver for cameras; Argus 
Camera, Inc. 

Display containers for Zip-A-F lints; Zippo 
Mfg. Co. 

Display rack for knives, tools and kitchen 
utensils; Phelon Magnagrip Co. 

Double-duty selector unit for Lehn & Fink 
Products Corp.’s Dorothy Gray Super Stay lip- 
sticks and Sheer Velvet Film foundation cream. . 

Fast-moving pipes; picture-frame displays; Kay- 
woodie Pipes, Inc. 

F ishing tackle. 

Five-carton rack for Alemite lubrication fittings; 
Stewart-Warner Corp. 

Folding counter display unit for Nestlé cocoa 

ix envelopes. 

Fractionalizing the case, “display cartons in tear- 
Strip shipping case; Brown-F orman Distillers 
Corp. 

Furniture polish (W. & J. Sloan Private Formula); 
Laramie Chemical Corp. 

Half-foot tool mart; self-service display, 
Fayette R. Plumb, Inc. 

Hosiery carton; Cooper’s Inc. ° e 

Inside printing makes for easy set- up; shipping 
container for automobile adhesives turns into 
counter display; Minnesota Mining & Mfg. Co. 

Locks with a gift look; combination shipping 
container-counter display for Traveloks; 

Merchandiser for baby-line packages; I. B. 
Kleinert Co. . 

Modern art principle makes hanging ‘slippers move, 
Ripon Knitting Works. ... 

Open season for brushes; Baker Brush Co.,’s 
‘Open House’’. .. Conewere 

Paperboard houses; promotion ‘of ‘Swingline Speed 
Products Co.'s Tot 50 Stapling Kit. 

Pen sets as fashion accessories; Esterbrook 
Pema Ce, ccccccceseceee 

Self-replenishing razor-blade dis play; 

Marlin Blades. .... 

Self-selling display cartons for recording tape; 
Orradio Industries, Inc. .... 

Self-stacking razor sets; American Safety 
Razor Corp. 

Sharpened techniques for drugs; display and re- 
designed packages for Medicated Throat Discs; 
Parke-Davis & Co. . 

Snap-on rack expands display space ‘tor cigars; 
Bayuk Cigars, Inc. ... 

Shipping-display carton for leather conditioner; 


The Lexol Corp. coer eccone 
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Smart copy, high fashion sell; Pond’s ‘Lips’ 
easel—back card. 

Three-sided deal package; Charles Ante ll. 

Travelers’ aid; carton of 12 vials containing 
Burroughs Wellcome ‘‘Marezine’’ tablets. 

Versatile paint demonstrator of corrugated board; 
Carter Paint Co. 

Violets that bloom on a counter; April Violets 
fragrance promotion; Yardley of London. 

See also Dispensers. 


COUNTING MACHINES 
Counter and filler for small hardware; 
tngineering Co, 
Sounting and wrapping machine for small parts; 
Delta Engineering Corp. 
Electronic counting unit; Post Machinery Co. 
Higher-speed tablet counting and packaging 
machine; U. S. Engineering Co. 
Marking and counting machine; May Engineering Co. 
Tablet counting and packaging machine (Rotax); 
The Burnet Co 
Versatile, high- speed hopper and counter (F eed-Are 
Matic), U. S. Engineering Co. 
Versatile tablet counter-filler for pharthaceuticels; 
The Lakso Co. 
Cover illustrations of packaging progress by 
industries. See Surveys: Modem Packaging. 
Cresca Co., Inc. 
Vacuum-formed boat load of cocktail snacks, 
voyage gift package. 
Crescent Cheese Co, 
Polyethylene formed for food. . 
Cryovac packaging machine; Dewey & Alma 
Chemical Ca, scccccsccce 


CUSHIONING MATERIALS 
Biondulated cushioner (Carbion); Sherman Paper 
Puodusts Comm cccccccscese . 
Cushioning material up to 4 in. thick; "Columbian 
Rope Co. cececesveecccecns ° 
Cushioning Nomogram for determining thickness of 
material required for a specific shipment; Celotex 
Garage door cushioning in window ‘cantons; 
Bridgepest Pebsles, IG. ccc ccccccesseore 
Packaging to cushion, preserve and protect; dis- 
cussion at National Packaging Conference and 
Exposition, .ccecccccccccccgcesces 
Protective foam; polystyrene formulation for 
packaging of fragile drugs; Sharp & Dohme. 
Rubberized animal hair. ceocesvcece 
Cushioning Nomogram (chart); Container 
Lebeesteties, ccc cccescencceens 


CUTTING MACHINERY 


Semi-automatic tube recutter; M. D. Knowlton Co. 


D 


DWG Cigar Corp. 


Is it farewell to the Indian? Re~<esign program... 


DAIRY EQUIPMENT 
Cottage-cheese filler hand-operated; 
Anderson Bros. Mfg. Co. 
Polyethylene milk-bottle caps; Dairy Container 
Div., Owens-Illinois Glass Co. 


DAIRY PRODUC TS 

Aerosol-type pressured pac coe 

Automatic vending of milk. ° 

Butter, packaging trends. . 

Cheese case splits in two; Treasure Cave Inc. 

Cheese in full-color, appetite-appeal package; 
Topco Associates. ..... 

Cheese; packaging methods; self-service selling; 
novelty packages. ..... 

Cheese wrapping material; Marathon Corp. 

Dairy products; Modern Packaging industry survey . 

Dry milk and cream; types of containers. ° 

An effective mold inhibitor; dimethyl] 
dichlorosuccinate as antimyotic agent in wax 


coating on cheese wrappers. L. J. Hayhurst, Rk. V. 


Hussong and E. K. Nielsen. .. . 

Fresh milk; merchandising and packaging. 

Ice cream; packaging methods; food store sales. 

Ice-cream-bar wrapping machine; Curt G. Joa, 

Ice cream, cottage cheese, etc. in liquid-tight 
paper containers with polystyrene lids. 

Ice cream in 4-gal. carton. e 

Ice cream molds itself in a vinyl package, 
Borden Co. ‘‘Elsie-Molds.’’ ° 

Integrating the merger; joining established brands 
to parent company; Foremost Dairies, Inc. 

Kraft’s cheese cups. 

Milk containers; survey of sizes preferred. 

New bonnets for push-ups; automatic filling and 
sealing device; Central Ice Cream Co. 

Nitrogen packed cheese in laminated cellophane- 
polyethylene; Kfaft Foods Co. .......5464+ 

Packaging powdered-milk product. ..... 
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Phonograph record on cottage-cheese container; 
National Sales Council. 
Polyethylene formed for food; Crescent 
Cheese Co. ee 
Spout for dry milk container; “Instant Milk Co. 
Damar Products, Inc. 
Awkward-shaped product out front; display- 
shipper for aluminum spray cleaner. 
Dan River Mills 
Vinyl! films for textiles. 
Daniel, Jack Distillery 
Elaborate servers bid for Christmas holiday sales; 
Old Time ‘‘English Silver Server.’’ 
Three drops of ‘whiskey’ light up intermittently; 
3-dimensgional display. .... 
Dant & Russell Sale Co. 
West Coast winner; corrugated carton for Fir-Tex 
Tile... wes 
Davis, Geo. A. Co, 
Grass seed packs need not be green, “multi-color 
cartons for ‘‘ Aloha.’ rare eT 
Dayton Pump & Mfg. Co. 
Hooded water system offers five advantages. 
Deb’s Candies 
Candy in loaf-type ‘‘meat’’ 


ee 


package. 


DEC ALCOMANIAS 
Fired-on decals; Abbott Laboratories. 
Decorative papers. See Fancy Papers. 
Dehydrated Foods. See Food Packaging—Dehydrated 
and Dried Food. 
de Jong, Jack & Co. 
ow-cost kit for artificial flowers. 
Dennison Mfg. Co. 
Booklet: Your Anniversary—How to Make the 
Most Of It... . 


DEODORANTS 
Deodorant package; metal aerosol. 
Faster squeeze-bottle filling; Northam Warren 
Corp. (Odorono deodorant). ... +» 
Roll-on deodorant; plastic ball-top applicator, 
Bristol-Myers’ ‘‘Ban.’’ .. - ° a 
Stopette meets the trends; improved ‘bottle. design, 
displays, etc. . 
Department Stores 
Sears and self service. . . 


DESICCANT PACKAGING 
In-package desiccation. Carl E. Hendel and 
Horace K. Burr. .... cose 
Designing (Package). See Package Designing. 
Detergents. See Soaps and Cleansers. 
Deterioration of Materials—Causes and Preventive 
Techniques (reviewed)... . 0... ee eee eee eens 


DISINFECTANTS, INSECTICDES, ETC. 

Aerosol dusts; push-button dispensing of 
powders. .... . 

Bulletin: 90% Technical Methoxychlor Oil ‘Con- 
centrate Fly Sprays and Aerosols; E. I. du Pont 
de Nemours & ee 

Insect repellency in multiwails; treatment with 
non-toxic pyrenone. K.A. Arnold (St. Regis 
Paper Co.). Cec eeeseseeseeeeee® 

Interlocking nozzles let cans stay right-side up; 
Boyle Midway Div., American Home 
Products Corp. 

Treatment of fabric wraps and bags packaging 
food. ee 

Water-soluble package for insecticide; Renfio 
ChemicalCo. .... 


O. eee vee eee 


DISPENSERS 
Ac’cent canisters...... eee ee been 
Aerosol dispensers. See Aerosols. 
Automatic label dispenser for pressure-sens itive 
labels; Archer Label Co. ....... 
Dispensing package turns slow mover (Wind-O- 
Wipes) into fast seller; Graham Mfg. Co., Inc. . 
Electric ei dispenser; Avery Adhesive 
Label Cor ° 
Help- rte flashbulbs; Westinghouse 
Electric Corp. ...... TT Treo 
Manual dispenser for self-adhesive labels; Avery 
Adhesive Label Corp, .....+55. 
Photographic film; Ansco. ....++45 
Success story; molded dispenser plastic ‘package 
for flints; Zippo Mfg. Co. . wee eee eeenes 
Tape. See Tape and Tape Dispensers. 
Vacuum-formed counter dispenser for Dayton 
fishing floats. ... 
Display Gallery. See page 2 of Modern Packaging, 
each month. 


DISPLAYS 


Ambassador with portfollo; lithographed display unit; 


Continental Distilling Corp. 
Booklet: Non-Food Volume Through Point-of-Sale. 

Display; American Rack Merchandisers Institute. . 
Brandy baggage truck; 3-dimensional display unit 

for Martell Cognac brandy; Park & Tilford 

Distillers Corp, .... ee eevee 
Giant package replicas; Coca-Cola Bottling Co. 

and others. ..c ccc seccccesees ° 
Half-pints to try; point-of-purchase dis play; 

Glenmore Distilleries Co. 
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Page 
109 
106 
212 
106 
106 


117 
144 


115 


Hardware. ..... re a 
Lig..ted glassed-in case beside vending machine, . 
Metal display rack for Rit Products Corp. 

Cartoms. ....2000. 

Multi-function merchandiser for baking pans, 
tear-strip shipper; Chicago Metallic Co. 

Point of Purchase Cardboard Displays (reviewed). 
Victor Strauss. .. 1... ce eee eee ee eee eens 

Pole stackers — a growing trend in super- 

Poster production technique, putting artwork from. 
frozen-food overwraps to double use; Western 
Waxed Paper Div. of Crown Zellerbach Corp. ... 

Pre-printed design, 3-dimensional, lifelike replica 
for display pieces. .... oteee 

Punched tents; bag heat sealers with labeling and 
perforating; production of hanging packages for 
wire displays. ....... ° 

‘Roses in the snow’ dramatized; handkerchief-and- 
glove-set promotion; Julius Kayser & Co. ..... 

Snifters by mail from France; stimulation of 
cognac sales; Schiefflin& Co. ....... 

Talking fisherman; display figure for “Blue Water” 
fish, Fishery Products, Inc.......%++ 020865 

Three drops of ‘whiskey’ light up intermittently; 
3-dimensional display; Jack Daniel Distillery. 

See also Counter, Floor, Motion, Shelf, Window 
Displays. 

Doniger, David D. & Co. 

Impulse for sportswear; McGregor trunks and 

shirts in re-usable plastic tubes. 
Dow Chemical Co, (The) 

Dow’s diamonds; traditional trademark shape and 
established colors for all products. .....++5+ 

Polystyrene foam insulates meat patties. ...... 

Saran wrap automatized; production and packaging 
devices. ee ee 

Tie-in for whole picnic menu; pole display of 
Saran wrap. .... 


er 


DRUG TRADE 
Aerosol products. cverceeerss 
Aerosols in pharmaceutical industry; Packaging 

Inst. disc.: Glass aerosols; mee ene filling; 
Pressure-fill method. ..... . eocee 
Alka-Seltzer’s packaging innovations; Miles 

Laboratories, Inc. eoosevecees 
Automatic suppository wrapping machine; 
Pharmaceutical & Chemical Industry Corp. . 
‘*Blister’’ package for pills, capsules, etc. ° 
Bundlers turn to film; fraction-of-case units in 
cellophane. ...... eeeeces 
Designed for the doctor; drug kits of molded 
plastics; set-up box for sedative; Parke, Davis 
& Co.; Upjohn Co. ....... es ° 
Designing a deal; combination of bottle and fibre 
canister for retail promotion; SerutanCo. ..... 
Development of roll labeling and roll coding units 
for pharmaceutical containers. E. R. Hamm (Sharp 
& Delos). cc cc cesccccecescesse 
Dramatizing the sample; strategies to attract 
physician’s attention; Sharpe & Dohme. ...... 
Economical packaging of samples of powders, 
tablets and capsules; Printon Corp. .......6. 
Inventory control program; Liggett Drug Co., Inc. . . 
Marketing function of shipping containers; rules of 
National Wholesale Druggists’ Assn, ........ 
Package development in pharmaceutical field; 
Packaging Inst. disc.: Package development 
phase; Purchasing phase; Supplier’s phase. .... 
Pre-counted pills (Century-pak) sealed in poly- 
ethylene bags; Lederle Laboratories. ........ 
Protective foam; polystyrene formulation as 
cushioned packaging for fragile drugs; Sharp & 
Reduction of costs in pharmaceutical ‘fie 1d; 
Packaging Inst. disc.: Corrugated containers; 
Folding boxes; Caps and cap liners; Vacuum 
forming applied to packaging. ......+e+e+eee065 
Relation of packaging problems to changing selling 
procedures; Paul C. Olsen (Topics Publishing 
Co.). o. eeee 
Sharpened techniques for drugs; display and re- 
designed packages for Medicated Throat Discs; 
Parke-Davis & Co. 


see eee 


Testing for the tropics. ° . 

Travelers’ aid; Burroughs Wellcome 'Marezine’” 
tablets in glass vials with polyethylene 
CIOSUIOS. ce ccnc neces erecenseseeesnes 

Two plastic materials give glamour to vitamins; 
Chicago Pharmacal Co. 

Unit dosage in pharmaceutical packaging; 
Packaging Inst. disc.: Soft gelatin capsule 
manufacture; Flexible unit packaging. ....... 

Versatile tablet counter-filler for pharmaceuticals; 
The Lakee Ce ccccscseves ° 

See also Brushes; Chemicals; Medical and 
Surgical Supplies; Toilet Accessories. 


DRUMS 
Recommended Standard Specifications for steel 
drums; report published by Packaging Institute. . 
Stock 1l-gal., tight-head drums; Vulcan Stamping 
& Mfg. Co. ... 
Duffy Mott Co. 
Laby’s juice (Clapp’s Fruit Juice for Gabies) 
packed in standard nursing bottles. 
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Page 
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76 
108 
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212 


175 





du Pont de Nemours, E. lL. & Co., Inc. 
Aerosol movie (The Spray’s the Thing). 
isulletin 90% Technical Methoxychlor Oil 
Concentrate Fly Sprays and Aervsols. 
Gallon-can case loader. 
Impulse Buying Survey; comment (ed. ). 
Mylar plant at Circleville, Ohio. 
Durkee’s Famous Foods 
Freezer jars for salad dressings; re-use value. 
Dutch Packaging Show, Amsterdam. 


DYES AND DYESTUFFS 
35 colors matched to red; redesigned a Rit 
Products Corp. 


Economic Machinery Co. 
High-speed, continuous-motion labeler for bottles. . 
Edlee Corp. 
Display carton that’s a labor saver; 6-sided carton 
for plastic toilet tank float and chain. 


EGGS 
Mechanical handling of eggs; Poultry Producers of 
Southern California, ° ° 
Electric Bulbs. See Lamp Bulbs. 


ELECTRICAL APPARATUS AND APPLIANCES 
Carded items; Monowatt Div. of General Electric Co. 
Compact case sealers; shorter machines for sealing 
electrical blanket and electrical-control boxes; 
General Electric Co. ee eeoeececcces 

Electric blankets in display ‘carton: ‘Sears, Roe- 
buck & Co, ° 

Mix it in the package; triple colleshane- 
polyethylene envelope for plastic splicing 
material for electrical cable connections, 
Minnesota Mining & Mfg. Co. 


ELECTRONIC EQUIPMENT AND SUPPLIES 
Electronic counting unit; Post Machinery Co. 
Electronic interval timer, Post Machinery Co. 
Electronic neutralizer eliminating static 

electricity on machine operations; Oxy-Dry 
Sprayer Corp. ee 
Electronic welding of acetate ‘boxes. bane awe 
Parts by the reel; resistors on pressure- 
sensitive tape feed machines assembling 
electronic circuits; Allen- “Bradley Co ....4. 
Radar in re-use ‘cans’; General Electric’s solution 
of Air Force packaging problem... . 
Suspension tube carton to isolate GE electronic 
tubes. ee ee 
Elgin National Watch Co. 
Locked-in watch band. 


ENVELOPES AND PACKETS 

Faster enveloping; cocoa-mix package resulting from 
automatic machines; The Nestlé Company, Inc. . . 

Film-lined coffee pouch; John Sexton Co........ 

Laminated cellophane-polyethylene envelopes 
for nitrogen-packed cheese; Kraft Foods Co. 

Mix it in the package; triple ce llophane- 
polyethylene envelope for plastic splicing 
material, Minnesota Mining & Mfg. Co. 

Seed Packets. 

Water-soluble packaye for insecticide; Renflo 
Chemical Co. ..cccceee 

Esterbrook Pen Co, 

Pen sets as fashion accessories; counter display 

and merchandising tray. 


EXHIBITIONS 
Canadian National Exposition (3rd); package 
design winners. 
Canners show. .... 
Industrial Packaging end “Materials Handling 
Exposition. eees 


Lithography prizes at Sth Annual Lithographic 
Awards Competition & Exhibit. ee 

Packaging Exposition. See National Packaging 
Conference and Exposition. 

Prize-winning aerosol containers in 3rd annual 
competition sponsored by Chemical Specialties 
Mfrs. Assn. eee 

Prize-winning set-up boxes; Sth Anaual Packaging 
Competition of National Paper Box Mfrs. Assn. . . 


Western eg & Materials Handling 
Exposition. 
See also Package Contests. 


EXPORT PACKAGES AND PACKAGING 

Multiwall bags (glass-reinforced paper). 

Packaging export possibilities. 

Problems in export packaging; Packaging Inst. 
disc.: Insurance company’s point of view on ex- 
port shipping conditions; Preventable losses in 
export packaging, Au cargo packaging and 
packing. 

Strapping for export, protection against pilferage; 

Juaker Oats Co, ee 
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230 


190 
78 


4 
242 


92 


EYE APPEAL 


slousewares packayed for supermurkets. 


Fabrics. See Textile Products 
Fanulies of Packages. See Packaye Families. 


FANCY PAPERS 
Gift-wrap papers, Iiartford City Paper Co. 
Federal Sweets & biscuit Co. 
ox with silver lining; foil-like apperance given to 
protective boxboard by adding metallic inks to 
polyethylene coating. .. 


FEEDERS 
road belt infeed unit; Island Equipment Co, 
Vibratory parts feeder; Syntron Co. 


FERTILIZERS 


Garden fertilizer packages. ...... 


FIBRE CONTADERS 

Booklet: How to Merchandise with Corrugated 
Boxes; Hinde & Dauch. ...... evcsecces 

Corrugated box steps out; Ronson’s ‘gift pre- 
packs for table lighters. .... ° 

Export market for corrugated and solid fibre 
containers. ....ss6. eee 

Fibre banana box; D. Loi & Sons, Inc. es 

F ibreboard flat for produce; Fibreboard 
Products, Inc. ceeeesevsce 

Forming handles in corrugated cartons; Handi-Hold 
Castes Pumch Co. occ cccccs ses 

Lithographed composite can for frozen foods 
(Birds Eye); General Foods Corp. .... 

1955 Fibre Box Exhibit. ...... eeeee 

West Coast winner; corrugated carton for Fir-Tex 
Tile; Dant & Russell SaleCo. ..... 

See also Drums, Shipping Containers. 


FILLING MACHINES AND EQUIPMENT 
Air-control regulator for portable bagging machines; 
Tele-Sonic Packaging Corp. ........ 
Automatic filler for plastic containers of Bracon 
type; MRM Co. eeeoererecvecvece wee 
Automatic filling machine for use with open-mouth 
bags; Kraft Bag Corp. ..... esr veoe 
Automatic high-speed filler for dry, semi-dry, free- 
or slow-flowing products; Stuyvesant 
Engineering Co. TRE? TT 
Bag-filling machine. St. Regis PaperCo. ...... 
Bagger for free-flowing materials; Union Bag & 
Paper Carp. ccc cccccsccces 
Bagging machinery for produce. ....+++e5ee06% 
Bucket-brigade cookie filler; Perfect Foods. ... 
Compactly designed filling machine handling both — 
liquids and semisolids; F. L. Burt Co. ..... 
Cottage-~cheese filler hand-operated; Anderson 
Bros. Mfg. Co. ... eonee 
Drum filler; Carter Engineering Ce. see secccce 
Duplex vial filler, National Instrument Co. . . 
Faster a etepeataae filling, Northam-Warren 


Corp. ‘ 
Filler and sealer for vials and ampules, Popper & 
Sons, Inc. coesece 
Filling machine for viscous products; 
F. L. Burt Co, ° 
Filling scale for handling free-flowing powders and 
for filling directly into open-mouth bags, cans or 
drums; Thayer Scale & Engineering Corp, ..... 
Gadget for improving performance of vacuum ais 
of powder. E. L. Hall (The Borden Co.). . ..... 
Hand-operated filling machines; Packer 

Machinery Corp. ...... oonens 
High-speed filler for motor-oil; Socony-Vacuum 

Oil Cao, ccc eee ees 
High-speed filling and ‘sealing of “Bracon’’ " plastic 

containers; MRM Co., Inc. ....-e+++eee0008 
High-speed, heavy duty machine; Elope 

Machine Co. .... 
Labeler becomes filler; Herb-Ox Bouillon Cubes. 

(The Pure Food Co.) ....... . 
Liquid-filling machine with novel feed 

arrangement; MRM Co., Inc. 2... 666s eee eee 
Liquid-filling machine for odd-shaped containers, 

MRM Can, TRG. ccccccsscecesecccece 
Milk-carton filling machine; Mojonnier Dawson Co. . ° 
Model bag packer; H. L. Stoker Co. ......5. 
Multiple-action bag packer; E. D. Coddington 

Mfg. Co... ee ee ee 
Multiple liquid filler; Arthur ‘Colton Ce cecrves 
Plastic tube filler and sealer; A & M Tool & 

Die Co, w.cescces 
Semi-automatic bag opener ‘and filler; Tele-Sonic 

Packaging Corp. ...... eeeces 
Semi-automatic bottle filler; Pert Machine Mfg. Co, 
Speedy, accurate filling of semi-liquid and semi- 

solid products into glass, plastic or metal 

containers; Filler Machine Co. ....-.56+5565 
Speedy automatic drum filling: The Rucker Co. ... 
Two-compartment vial filling; Abbott 

Laboratories. .......+-. ees coos 
Universal filling machine for n non- liquid products; 

National Instrument Co. e. eeecceccee 
Valve bag packer; Carter Engineering Co. 
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World’s fastest line; can filling and closing 
machines for baby food; H. J. Heinz Co. of 
Canada, Ltd. yn ee 

Fireside Marsnimallow Co. 

Bunny bag; polyethylene pack for marshmallows 


with re-use value as toy. ¢ Coe eee Cee eB Ces 
FSH 
Corrugated box for shipping live lobsters; Hinde & 
er . 
Talking fisherman; display figure for “«jhue Water” 
fish; Fishery Products, Inc. ...... 6 


Window-top cans for packaging —— and crab 
1 eat, Steel & Tin Products Co 
Fisher Scientific Co. 
Unit packs (Gram-Pac) for chemists. ...... 
Fishery Products, Inc. 


Talking fisherman; display figure for ‘‘ijlue Water’’ 


ies ca essnce eecvess 
F lavorproof packaging materials. Cee ees ees 


FLEXIBLE PACKAGING 
Cheese... . Coeeesesessesese 
Effects of cathode-ay_ isvadiation on functional 
properties of flexible packaging materials. ~° 


ernard E. Proctor and Marcus Karel. ecoeevs 


Flexible bag (polyethylene) sizes. eevee 


Flexible packaging evaluation techniques. P. 3. 


Reuman (F lex-Vac neces Standard — 
Corp. esece ae a a 
Statistics 1951- 1954. a 


FLOOR DISPLAYS 
Antennas and packages on base of shipping 
cartons, The Radion Corp. 
Awkward-shaped product out front; diaplay-chipper 
for aluminum spray cleaner; Damar Products, Inc. 
Cart wrap-around for deal tie-in; Simonize 
fg Or Ce ee ee ee TP Oe Ce ere 
Compact baby-goods department; stork display; 
Canadian Point-of-Purchase ec CRS 
Competition, ...cccecs 


Corrugated frozen-food display; Swift BSCa . cees 


Corrugated stand for candy; Mars Candy. 
Corrugated stands; a trend in dis; _ ? Colgate 
Palmolive Co. 
Vouble duty deal; shipper for floce waxer and 
accessories aaigtgemrapaes into floor stand; S. C. 
Pe Ry ra a a es 
Double~iuty shipping case; ; floor display stand for 
Nabisco boxes of animal crackers; National 
ee eae eee 
Drug co-op record breaker, ‘Family Medic: ine 
Chest Time’’ floor stand. cecerece ° 
Floor stand is huge package replica of Strypeese 
paint remover; The Savogran Co, 
Highway sign for picnics; display stand for 
Canada Dry and related items; Canada Dry 
Ginger Ale, Bae. cece esx sreccoeeves 
Keebler’s giant ‘cookie jar’ floor merchandiser. 
Mops to forefront, windowed shipping carton 
converted into display stand; Ox Fibre Brush Co. 
Paas Dye Co. makes dealer’s work easy; Easter 
Ugg Kit packages in display a convertible 
into floor stand. ...... 
Pole stacker with automatic ‘Litt; 
cartons; Miller Brewing Co. covecee 
Push-cart for quick pies; National Selected 
Products. ..ccec 


beer  canty-home 


Self-selling stationery; Uniied States ‘Eavelope Co. 


Set-up time — one minute; combination floor display 


unit and corrugated shipping container, General 
F ood’s Good Seasons Salad Dressing Mix kits. . 
Tie-in for whole picnic menu; pole oe of 
Saran wrap; Dow ChemicalCo. ... enecoee 
Timely interest for lager; grandfather’s "clock sur- 
mounting paper cabinet containing cases of beer; 
G. Heilman Brewing Co... cc ccccsccseces 
Utensils in homey setting; kitchen-range type of 
display with containers that convert into toy 
model village, Ilawthorne Aluminum Cookware. . 
Versatile cigarette merchandiser; P. Lorillard Co. 


FLOOR WAXING AND POLISHING 
Cart wrap-around for deal tie-in; Simonize 
floor WOX. ccc cc ccc cere seesesesseses 
Double-~duty deal; shipper for floor waxer and 
accessories transforms into floor stand; S. C. 
Johnson & Son, once eee eee eeereeesees 


FLOWERS, ARTIFICIAL 
Low-cost kit for making artificial flowers; Jack 
de Jong & Co, coeene 


FOIL 


Aluminum foil between polyethylene and acetate for 
photographic film wrap; Ansco. .......56:s eee 


Aluminum foil developments in 1954. ......66:. 
Aluminum foil overwrap for chocolate-covered 
candies, refrigeration tests. 
Aluminum foil packaging for rose bushes; 
Consolidated Nurseries, Inc. ...... eee 
Aluminum foil trays for packaging frozen-food 
dinners; re-use value; Foil Kraft, Inc. ...... 
Aluminum foils; N. A. Cooke (Foil Div. o 
Aluminum Assn.). .....s0ee008 coccsecs 
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114 
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112 
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125 


139 


113 


140 


117 


135 
73 


141 
93 
172 


147 


Bar soaps in foil: a trend? ...... ovesee es een 
Comparison of foil packages; WVT rate, cost and 
Suitability. J. R. Chapman and F. J. Schay 
(Reynolds Metals Co.). osececes 
Deep-compartmented aluminum foil trays, precision 
formed; Phoenix Industries, Inc. 
Export market for aluminum foil. . 
Foil pan package for baked goods. ...... eee 
tlams in foil baking jackets; W. F. Thiele Co. eees 
Heat-seal, laminated foil label stock; Cochran 


a 


PollCe, ccs cone ceeene 
Performance of film-foil laminations. T. M. Hall 
(Aluminum Co. of America). overs Coe ecees 


Pre venting loss of re aluminum foil 
package. eens 

Rigid foil containers in ‘color; 

Soap bar wrappers. eeoeeceseces 

Sunsweet’s wraps; California Prune & Apricot 
Growers Assn. 


‘E kco Products Co . 


FOLDING BOXES 4ND DISPLAY CARTONS 


Baked goods cartons... . coerce sececces 
Lox with silver lining; foil- like appearance given to 
boxboard by adding metallic inks to polyethylene 
coating; Federal Sweets & Biscuit Co. .....+- 

Building-block cartons ae the product; 

Coty, Imc. . 2c eccee ° 
Carrier cartons for packaging growing perennial 

plants. creoeve 
Carry carton for beer, perforated, easy-opening. .. 
Carry carton Ti straps for various Canada Dry 

beverages. .... eeeee 
Carry-home cartons for rose bushes; Sears, 

Roebuck & Co, ee a 
Carry-home for antennas; The Radion Corp. 
Cqne shaped package for weather stripping; square 

window cartons for yarage~<ioor cushioning; 

Bridgeport Fabrics, Inc. ... cenece 
Cucumber box (l-piece, die-cut); ‘Unica | Bag & 

Paper Corp. ...cceeee a ee 
Cushioned bottle carriers; Anheuser- Busch, Inc. 1. 
Designing a deal; combination of bottle and fibre 

canister for retail promotion, Serutan Co. ...... 
Display carton that’s a labor saver, 6-sided carton 

for plastic toilet float and chain; Edlee Corp. ... 
Fishing kit; Charles Garcia & Co., Inc, 
F olding-box use statistics. ... eoeceee 
F olding boxes in pharmaceutical field. rs Last 

(Wilkata Folding Box Co.) 2... eee eee eee 
Folding carton for soap flakes and detergents. ... 
Geometric design dramatizes toy, Wedge-shaped 

carton for ‘‘Space Spider’’; Walker Products. ... 
Glue-sealed cartons; Airte x Products Co. .... «+ 
Gravure; quality method for producing folding 

cartons. Bevin \.. > ills (Robert Gair Co.), ..... 
High-gloss cartons of LusterBoard used for 

Curad plastic adhesive bandages of Bauer & 

Black, ceccccesevcses coeeecnccece 
Letterpress process of printing ‘folding paper 

cartons. W. E. Sooy (The Gardner Board & 


Carton Co.) «eee ees eee ceeseose 
Libbey’s 3-way carton for glassware; Owens- 
Illinois Glass Co. .... 556s eo ceereneces 


Minox wins a place; color-keyed cartons for 
miniature-sized film used with miniature camera, 
Elian Phate Care. cc ccc cceccccsececesece 

Multiple package for glass containers; 


Alford Cartons. ... ° 
One piece, celled c« trugated box for small, fragile 
items; Hinde & Dauch. ........-. coe eeee 


Outstanding folding boxes; award winners in 10th 
Annual Folding Box Competition; Folding Paper 
Ges Asam. of Amarlcs. wee es eececvecsse 

Overcoming sifting through carton, ......+.6065 

Paper boxes and cartons as food packaging 
metesthlg. wcveccesse see ee 

Photographic film containers (single-roil, 3-roll, 
12-roll dispenser); Ansco. 2... eeeeeeeee 

Polyester film windows in window cartons. ..... 

Polyethylene-coated carton board for frozen pre- 
pared-food items; Marathon Corp. . 

Pre-packaging uses. eeosevere 

Rolling to sales records; Winchester roller skates in 
1-piece folding box lined with corrugated board, 
Olin Mathieson Chemical Corp. .... 

Rose bush self s<lection packages; Sears, Roebuck 

Simplified carton sizes save money, step up display; 
Pauker Bros. (Men’s leisure wear), ......6s+5s 

Simplified Practice Recommendation: Standard 
Sizes of Paperboard Cartons for Hamburger Buns 
and Wiener Rolls; Commodity Standards Div., 

U.S. Dept. of Commerce. ..... coeses 
Six-cell bottle carriers; Fibreboard Products, Inc. . 
Slippage of stacked cartons. .......00eeee08 
Sturdy carrier cartons; Pizor Container Corp. .... 
Sus pension tube carton to isolate GE electronic 

tubes from shock and vibration. ee a a a 
12-can week-ender for beer; serving as shipper, 

point-of-purchase eye catcher and pineee gina 

carton; Hludepohl Brewing Co. 

What do users want? Modern 

Window cartons for baked goods. 


ee 


TA 


kaging swvey. eo 


Folding Paper Box Assn. of America 


Booklet: The Folding Carton. ......0ccce0e005 


Fonda Container Co. 


Target: the supermarket, colorful self-display paper 
GENNORs cc cccene ese 
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FOOD MIXES Month 


Aunt Jemima pancakes for three meals a day; The 
Quaker Oats 

Mince meat in motion display; Borden Co. 

Portion packs for pancakes; Aunt Jemima single- 
service envelopes of mix and special griddle; 
Quaker Oats Co. 

Pre-mix food packages; insectproofing. 

Push-cart for quick pies; National Selected 
Products 

Sturdy extender of corrugated for superm ark et 
shelves; display of Duncan Hines Devil's 
Food Mix; Nebraska Consolidated Mills 


December 


September 


November 


FOOD PACKAGING 


Atom test results 

Automatic catering in industrial plants 

Back to the big economy size package 

Booklet: Careers in Food Technology and Packag- 
ing Engineering; Quartermaster Food & Container 
Institute. 

Coin-operated machines; packaging for 

Elements of Food Engineering (vol. 3 reviewed) 
Milton E. Parker, E. H. Harvey and E. S. Stateler . 

F & DA acceptance criteria . . . chemicals in food 
packaging materials. A. J. Lehman and W. L. 
Patterson 

Flexible pack for fried food 

Flexible sauerkraut packaging 

Food aerosols 

Food seminar; Packaging Inst.: Case histories in 
solving packaging odor and flavor problems; 
Ventilation requirements of film-packaged produce; 

,ecent develop: ents in paperboard industry as 

they relate to food packaging. 

Handbook of Food and Agriculture (reviewed) 

Insect penetration of films. Paul D. Gerhardt and 
David L. Lindgren . 

Irradiated nonsense; food sterilization by electronic 
or atomic radiation (ed. ) 

Meat packaging. See Meat. 

Odor-free food-packaging plasticizer; Chas. Pfizer 
& Co, 

Package tests (moisture, storage, etc.); General 
Foods C 

Rigid vinyl package for conserved fruits; C. M. 
Pitt & Sons Co, 

Vacuum-formed boat load of cocktail snacks, 
voyage gift package; Cresca Co., 

World’s fastest line; can-filling and -closing 
machines for baby foods; H. J. Heinz Co. of 


See also Dairy Products; Fish; Markets; Meat; 
Oleomargarine; Poultry 


Bakery Products 

Baked goods; Modern Packaging Industry Survey . . 
Box with silver lining; foil-like appearance given 

to boxboard by adding metallic inks to poly- 

ethylene coating; Federal Sweets & Biscuit Ca.. May 
Bread wrapper Cost Calculator; Marathon Corp. ... April 
Brochure: Roll Equipment for Streamlined Variety 

_ Production; American Machine & Foundry 
September 
October 
September 


Bachettuignds cookie filler; Perfect Foods 

Cellophane picture pack 

Corrugated bakery trays; Sherman Paper Products 
Corp. April 

For biscuits; easy-open (long pull tab) container; 


High gloss wrapping for bread; Marathon Corp.... . 

Large-size packages; fractional packs 

Plastic film as a bread wrap 

Sale of doughnuts through vending machine; 
Mayflower Doughnut Co. 

Tray-covered canister with hand-painted look for 
fruit cake; National Biscuit Co. 


Canned Food 
Animated motion picture: The Grocer and the Canny 
Dragon; Continental Can Co. 
Booklet: The Canning Industry; National Canners 
Assn ... 
Canned foods; ‘Modern Packaging industry survey . 
Containers, metal and glass, to be tested for atom-— 
proofness . 
Easy-to-dispense olives; polyethylene holder; 
Brookdale Food Co. 

Evolution of modern, versatile label design for 
Food Club items; Topco Associates Co. . 

1955 Canners Directory (reviewed) 

Condiments and Sauces 

Ac’cent on production; ultra-modern packaging 
plant; Amino Products Div. 

Freezer jars for salad dressings; re-use value; 
Durkee’s Famous Foods 

Heinz adopts new saeseane cap; shoulder 
‘ontour jars .... 

Telling @ quality story; ‘Spice ‘Islands Co 


Dehydrated and Dried Food 
Dates in picture pack; Bardo Products Co 
English packages of dried peas 
In package desiccation. Carl E. Hendel and Horace 


Dry (Powdery) Products 
British Quaker’s kids are real; faces on cereal 
cartons from photos; Quaker Oats, Ltd. 
Faster enveloping; cocoa-mix package resulting 
from automatic machines 


Page 


116 
116 


112 
131 
140 


145 


For cereal: easy-opening device (push button); 
Cream of Wheat Corp. 

Kellogg’s Norman Rockwells; magazine-cover 
carton for corn flakes 

Large economy-sized packages 

Package design tests 

Package gives away money; replicas of Confederate 
bills for Cheerio box tops; General Mills 

Picture packs for rice, beans and peas 

Polyester film for lasagna boards and macaroni 
wraps; De Martini Macaroni Co. 

Polyester film in window of folding carton for 
macaroni specialties; Refined Macaroni Co 

Post cereals go pictorial. 

Protection for baked cereal 

This package sings! Wheaties package with 
phonograph record; General Mills. 


Frozen Food 

Baked specialties 

Candid-camera data re frozen-foods shopper; 
Marathon Corp. 

Cellophane-lined frozen food cartons for hot-filled 
or semi-liquid items; Kliklok Corp. .... 

For frozen fruits: easy-opening devices— sip-string 
(Snow Crop Div., Minute Maid Corp.); side-opening 
flaps (Birds Eye Div., General Foods Corp.). ... July 

Lithographed composite can for frozen foods (Birds 
Eye); General Foods Corp. ..... April 

Polyethylene-coated carton board for frozen prepared 
-food items. ...... +. January 

Self-selection packages; Sears, Roebuck & Co. -+.» December 

TV Dinners (chicken and turkey); C. A. Swanson & 

ME cece cccececsces 


January 


February 


Insect Infestation 
Insectproofing of foods; mechanical exclusion; 
chemical treatment. H. E. Gray. July 
Insect repellency in multiwalls; treatment with non- 


toxic pyrenone. K. A. Amold. St. Regis Paper Co. August 


Liquid or Viscous Products 

Food in metal tubes. July 
Jelly in collector-set, iced-drink tumblers; C. H. 

Musselman Co. July 
Labels that can take it; high gloss survives super- 

market handling; Swift & Co. (Jewel Oil, Swift’- 

ning). February 
Liquid-tight paper containers with ‘polystyrene lids. March 
Telling a quality story; vinegars of Spice Islands Co, May 
Waffle pattern on syrup decanter; Griffin Mfg. Co... May 


Produce 
Bonanza on the oasis; Russ Nicoll’s story re Valerie 
Jean Date Shop. 
Bulletin: Prepackaging Apples in Film Bags; Michi- 
gan State College. May 
Corrugated shipper for produce; Lawrence Paper Co. May 
Cucumber box (l-piece, die-cut); Union Bag & wpie 
Corp. December 
Fibre banana box; D. Loi & Sons, Inc. August 
Handbook: Complete Guide to Tomato Prepack aging; 
Rk. G. White Mfg. Corp. .... ++ December 
Handled bags for fresh produce; Continental Can 
Co.’s Shellmar-Betner Flexible Packaging Div. 
Leaflet on packaging materials for fresh produce 
industry; Sylvania Div., American Viscose Industry November 
Operation banana; polyethylene jackets for whole 
stems; Standard Fruit & Steamship Co. ..... 
Potato goes modern; sales-stimulating packaging . 
Produce packaging potential; Donald R. Stokes 
(U.S. Dept. of Agric.).... June 
Produce ereers 71 for in-store use; Nelson Parks 
Corp. . May 
Produce pre-packaging; Modem Packaging survey. - March 
Produce pre-packaging tape; — Adhesive 
Oe pe pete ere +. May 
Quick-change carton former, setting up lock-tab 
trays automatically; Roberts Fig Co. . April 
Stock 40-lb. bulk tomato shipper; wapapryenniyd 
Products, Inc. eteese eve 
Sunsweet’s switch; new package and chipping cases; 
California Prune & Apricot Growers Assn. 
Tray for pre-packaging lettuce; Standard ——e 
Trays Corp. 
Ventilation of produce; pre-pack aging onions. R. E. 
Hardenburg........ ° March 
Ventilation requirements of film-packaged produce, | 
i. F. Hardenburg (U.S. Dept. of Agric.)....... December 


December 


September 


January 
September 


November 
February 


September 


FOOD PRODUCTS 


American Tomato Yearbook (reviewed); John W. 
Carncross, ec. ° 


FOOTWEAR 


Modern art principle makes hanging slippers move; 


Ripon Knitting Works ....... September 


FOREIGN PACKAGES AND PACK AGING 


Europe’s cellophane today ....... .. April 
Vending machines for food products ° eevee May 


Foremost Dairies, Inc. 


Integrating the merger; joining established brands 
to parent company; package design. ......... October 


Forest Products Laboratory 


Wood at low temperatures; experiments and tests. 
Kenneth H. Boller ......0+0eee000ee08e0+ September 


190 
76 


104 


153 
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FORMING (PLASTICS) 
Formed-plastic packages .......+. eeeeee 
Machine for suction and vacuum forming: Borkland 
Laboratories «1.6545. eeee 
Method for forming sheet plastic; Kontoor-P ak, Inc. 
See also Vacuum Forming. 


FREIGHT 
Rule 41, Uniform Freight Classification; 


See also Shipping Problems. 


FREON 
— of freon losses; Stanley Home Products, 
“Freon” ’ propel rents for aerosol dispensers coves 
Frozen Food. See Food Packaging — Frozen Food. 
Fruit packaging. See Food Packaging — Canned Food, 
Dehydrated and Dried Food, Produce. 


FUEL 
Burn it up without opening; Bonnie Burns Briquets 
in cellophane wrap; Anthracite Industry’s 
Laboratories. .... cores ececsesccece 
Sale of coal and oil through vending machines... . 


FURNITURE 
Furniture in film; inner wrapper of polyethylene in- 
side corrugated shipping carton for do-it-yourself 
pieces; Show-Off, Inc. .. ee 


FURNITURE POLISH 
Furniture polish (W. & J. Sloan Private Formula) 
with aristocratic label; Laramie Chemical Corp. 


G 


Garden Supplies. See Nursery Products. 
General Electric Co. 
Compact case sealers; shorter machines for sealing 
electrical blanket and electrical-control boxes 
Packages for guided missiles. C. S, Partisano ... 
Radar in re-use ‘cans’; solution of Air Force pack- 
aging problem... ..ccceccscsesessees ° 
Suspension tube carton to isolate electronic tubes 
from shock and vibration . cove 
General Foods Corp, 
Lithographed composite can for frozen foods 
(Birds Eye) .. Coe eeccceseseseoce 
Set-up time— one minute; combination floor disp lay 
unit and corrugated shipping container; Good 
Seasons Salad Dressing Mix kits 
General Mills 
Package gives away money; replicas of Confederate 
bills for Cheerio box tops ..... eeeee 
This package sings! Wheaties package ‘with: phono- 
graph record.....- 
General Motors Corp. 
Plastic skin for parts; vinyl piastisol as strip coat- 
ing; Buick Motor Div. «1. eee eeeeeeeeeeees 
Geuder, Paeschke & Frey Co. 
Booklet on steel shipping containers for petroleum, 
paint and chemical industries ......+++eee08 


GIFT PACKAGING 
Baby-goods packages; I, B. Kleinert Co. .... 
Colorful mail-order cartons; ae & Co. (London, 
England) . 
Corrugatedbox steps out; Ronson’ s gift pre-packs 
for table lighters .... 
Dates and date products; Valerie Jean Date Shop . 
Ensemble assortments of sheets and pillow cases; 
Sears, Roebuck & Co, 2... ee eee een eeeees 
Fresh fruit..... 
Gift assortments of dish towels and “wash cloths for 
food-store selling . eoeeees 
‘Heavenly Pearl’ from Hawaii; polystyrene repre- 
sentation of oyster pearl shell used for gift eng 
fume packege; Honolulu, Ltd. ..... eee 
Holiday packaging of cigars; D‘'YG Cigar ‘Com. eee 
Liquor containers. See Alcoholic Beverages. 
Razor-and-watch band gift cartons stacked to form 
counter display rack; American Safety Razor Corp. 
Telling a quality story; gift packages of spices, 
vinegar, herbs, tea; Spice Islands Co. ...... 
Transparent plastic gift packages (“Snapballs’”); 
Plaxall, Inc. ..ccccccccsseeseesessece 
Tray-covered canister with silk-screen process giv- 
ing hand-painted look; National Biscuit Co. 
(fruit cake gift package) ....-.eeeeeeeeeeee 
Vacuum-formed boat load of cocktail snacks; Cresca 
Co., Inc. .. 
Gillette Safety Razor Co. 
High-speed rotogravure press for printing razor- 
blade envelopes ...... 
Glamorene, Inc. 
Ad-format cartons for rug and upholstery cleaners 
and applicator ..eeceee er eeeeeeeeeseves 


eee eee eens see eee 


ee 


re 


GLASS 
Film: Glass and You; Corning Glass Works...... 


GLASS CONTAINERS 
Aerosol packages. See Aerosols. 
Containers for shelf use in hospitals, dispensaries 
and retail pharmacies; Armstrong Cork Co. ..... 


Vol. 28 (Sept. 1954 — Aug. 1955) 


January 
September 


October 
May 


September 


January 
May 


September 
June 
April 
April 
November 
November 


June 
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July 
May 


August 


May 


December 
March 


November 


May 


Export market for glass containers and closures 
Glass as food packaging material .......++4+ 
Glass humidor for Dutch Masters ‘‘Crowns’’; 
Consolidated Cigar Co, 2... eee eeevee 
Kraft’s cheesecups ......0e66+ eee 
Libbey’s 3-way carton for —— ‘Owens- 
Illinois Glass Co. «1.5.54. ee 
Multiple package for glass containers; ‘Alford 
CastonB . wc ccccrccsccesesescsseseesee 
1954 advances ..... cece 
1954 glass shipments; figures of Glass" Containers 
Mfre. Institute ..ccccccesescseccsccecs 
Ointment-jar line with straight sides; glass with 
ceramic coating; Armstrong Cork Co. .....44+- 
Proper manner of presenting specifications to 
prospective supplier. K. F. Lang (H. J. Heinz Co.) 
Screen-coated ceramic color jackets on glass; 
John Hudson Moore’s Sportsman line of toiletries . 
Shoulder contour jars with lug-vacuum cap for 
pickle line; H. J. Heinz Co. ..... eeeceee 
To measure strain of rigid food containers; ac 
cessory slot compensator ... evens 
Volume shrinkage in glass jar .. eeoecees 
What do users want? Modern Packaging survey cee 
See also Ampuls; Bottles; Vials. 


GLASSINE 
Functional properties of glassine and greaseproof 
papers; M. L. Downs (Thilmany Pulp & Paper Co.) 
Overcoming glassine brittleness. .......5++6+ 
Overwrap for chocolate-covered candies; refrigera- 
tion tests . ° yee es 
Sample book; Glassine and Greaseproof Mfrs. Assn. 
Types of glassine materials; lacquered glassine . . 
Glenmore Distilleries Co, 
Half-pints to try; point-of-purchase display...... 
Sea-going decanter for use on boats and outdoor 
COTPACES wc ccrcccccesceccs 
Glue. See Adhesives. 


ee 


GLUING MACHINERY 
Glue-preparation equipment; Potdevin Machine Co. . 
Straight-line infold box gluer; E. G, Staude Mfg. Co. 
Graham Mfg, Co., Inc. 
Dispensing package turns slow mover (Wind-O-Wipes) 
into fast seller 
Grand Union Co, 
Automatic meat labels; pre-packaging scale .. 


ee eee eee eee ee 


GRAPHIC ARTS 

The Universal Penman (reviewed). George Bickham. 
Grass in polyethylene; Turfgrass Farm .......+6++ 
Grayson & Co., London, England 

Colorful mail-order cartons ..... 
Greaseproofness of packaging materials; effect Pr 

cathode rayson . 
Great Atlantic & Pacific Tea Co, 

Produce pre-packaging ......eeseeeeeeoees 
Griffin Mfg. Co. 

Waffle pattern on syrup decanter... . 


H 
HAIR PREPARATIONS 
Cellophane bundling of shampoo bottles; John H. 
Breck, Inc. ..cccccecescs ceecee 
Three-side deal package; counter display unit; 
special sales offer; Charles Antell ......+++++ 
Hand, Peter Brewery Co. 
Nylon for conveyors ? Link belts at inspection sta- 
tions ....4. 
Hansen, Chr., Inc. 
Brand emphasis next to full color in ‘‘Junket 
Fondant Mix’’ package 


ee 


ee 


HARDWARE AND TOOLS 

Cellophane bundling of cards holding furniture 
glides.....- 

Compartment pack for bearings end other small. pre- 
cision parts .....+. ° . eee ° ee 

Counter and filler for small hardware; vu s Engineer- 
img Co. we cc cere escvessees 

Dispensing package for copper terminals, Standard 
Motor Products, Inc. ...... eee ° 

Display carton that’s a labor saver; 6-sided carton 
for plastic toilet float and chain; Edlee Corp. ... 

Grease fittings (Alemite) unit-sealed; Stewart- 
Warner Corp. ...... eebeanead es 

Grill-wafflers in gift package; Sears, Roebuck & Co. 

Half-foot tool mart; self-service oe — R. 
Plumb, Inc. .cccscecccs O00 an 

Hardware parts; packing sequirement: ; General 
Motors Corp. (Ternstedt Div.). ...6.6+eeee005 

Hardware; self-selection packaging ....++++++ 

Kitchen tools. See Household Furnishings and 
Supplies : 

Locks with a gift look; Yale & Towne’s re-usable 
polystyrene package ... ceee 

Packaging devices. See Packaging Machinery and 
Equipment. 

Packaging to increase hardware sales; discussion 
at National Packaging Conference and Exposition 

Parts by the reel; resistors on pressure-sensitive 
tape feed machines assembling electronic cir- 
cuits; Allen-Bradley Co. .....ee0e006 

Plumbing fixtures in formed pack ages; self-service. 
items; Franklin Metal & Rubber Co. .....5465 

Polystyrene foam shipper for rug ener: rere 
Klug Engineering Service ° seaas 
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August 
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November 
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111 


75 
206 
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Pre-set torque wrench designed to fit all standard 
steel drum closures, Rieke Metal Products Corp. 
Razors, razor blades. See Toilet Accessories 
Self-selling saw blades individually packaged in 
folding boxboard envelopes fitted into 2-tiered 
display carton; Chicago Wheel & Mfg. Co. ..... 
Show-off can opener, Vaughan Mfg. Co. 
Smart design gets small tools (Red Devil) in pre- 
ferred positions 
Steel taps in re-usable cigarette case; Besly- 
Welles Corp. . 
Tray with cellophane overwrap for tacks; Atlas 
Tack Corp. 
Vacuunt-formed plastic packages (akin-tight, an 
Champion Hardware Co. ..... 
Wood screws and other small hardware items in 
self-selection packages; Sears, Roebuck & Co. . . 
See also Automobile and Supplies and Parts; 
Machinery and Equipment. 
Hawthorne Aluminum Cookware 
Utensils in homey setting; kitchen-range type of 
display with containers that convert into toy 
model village 
Hayssen Mfg, Co. 
Automatic transpaerent-pack aging machine... 
Suit over Transwrap machines brought by Package 
Machinery Co. 
Heat sealing. 9 na Sealing Reuipncnt and ‘Supplies. 
Heinz, H. J. 
— ad new lug-vacuum cap; shoulder contour 
Heinz, i. j. Co. of Canada, Lta 
World’s fastest line; can-filling and -closing 
machines of super design; baby foods 
Hershey Chocolate Corp. 
New flexibility in printing; flexographic equipment . 
Hinde & Dauch Paper Co. 
Looklet: How to Merchandise with Corrugated Boxes 
Booklets: How to Pack It; Creative Package Design 
Honolulu, Ltd 
‘Heavenly Pearl’ from Hawaii; polystyrene repre- 
sentation of oyster pearl shell used for perfume 
gift package... ccc cccccecccescsecesece 


HOSIERY 
European pack aging of nylon papas and men’s 
BOCkS wccccces eeee 
Package measures hose length; ‘s. 'D. "Arrowood & 
CO. coves seeseseeeees eee ewes 
remains to meet specific market. requirements; 
ackaging survey. 1.4... ee sees 
Sears and self selection .....4.+++++ 
Stretch-sock folder; Cooper’s Inc. . 
Supermarket package for socks; Superbilt Socks, lnc. 
House of Carras, Ltd. 
Candlelight for self-service counter, ‘‘Ho-Car Self- 
Decorating Candles.’"’.... 


ee 


HOUSEHOLD FURNISHINGS AND SUPPLIES 
Houseware packaging; self-selection... 
Mops to forefront; display stand made from anes 
container, Ox Fibre Brush Co. ... ° 
Multi-function merchandiser for baking pens; toar- 
tape shipper; Chicago Metallic Co. ...+4++4+5 
Super-seliing housewares; sales of pots and pie 
im food markets...... e 
Teer tapes for shipping certons of Whirlpool auto- 
matic washers and dryers ..... cos eeeses 
Utensils in homey setting; kitchen-range type of 
display with containers that convert into toy model 
village; Hawthorne Aluminum Cookware ...... 
Hudepohl Brewing Co. 
12-can week-ender for beer 
Hudson Pulp & Paper Corp. 
Henry Hudson’s ship on paper goods; redesigned 
packages eee 
Hudson-Sharp Machine Co. 
High-speed vacuum sealer for self-service meat 
PPOGUCTS wc cscs cessesesssesesssseses 
Hygienic Products Corp. 
Snap-off cantop of polyethylene for Sani-Flush . . 


I 
Ice cream. See Dairy Products. 
Impulse Buying Survey (du Pont) ... 
Industrial America, Inc. 
Hobby is his business; kits eran: spnprs in- 
terest; Millard B. Deutsch .. . coeecees 
Industrial Bag & Cover Assn. 
Flexible packaging; speakers pees for colleges 
and universities .....+++-. ee ee 
Industrial Defense Planning Manual; "American Iron and 
Steel Institute .. ceees 
Industrial Design in America (reviewed); Society ‘of 
Industrial Designers .... 


ee 


INDUSTRIAL PACKAGING 


Cost-reduction methods; discussion at Nati onal 
Packaging Conference and Exposition .. . eve 
Industrial Packaging and Materials Handling Engineers, 
Society of 
Exposition (9th) and Short Course Educational 
Program .cccccccscsece 


Industrial Rayon Corp. 
Doll-sized cradle and handy revolving unit aid 

baby-pants sales 
Industry surveys. See Surveys: Modern Packaging 


12 


May 


February 


April 
April 


May 
December 


May 


February 


April 


June 


April 


January 


October 


November 


April 


June 


September 
November 
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INF ANTS’ SUPPLIES 
Compact baby-goods department; stock display; 
Canadian Point-of-Purchase Ciraciaieg _herpeed 
MOM cc cccccecesecececese 
Doll-sized cradle and handy revolving unit aid baby- 
pants sales; Industrial Rayon Corp. .......+> 
Keeping up with baby; redesign of baby goods line; 
I. B. Kleinert Co. 2... 22 eee eee 
Injection Molders Supply Co. 
Aerosol dusts; push-button dispensing of powders . 


INK 
Ceramic ink for printing glass vials; Abbott 
Laboratories ...... 
Gloss moisture-set inks (Supersheen); McCutcheon 
Boe, @ Guality, Ime. ccccccccccccccecvse 
Insect infestation of food. See Food Packaging. 
Insect penetration of films. Paul D. Gerhardt and 
David L. Lindgren...... ° ee ee 
Insecticides. See Disinfectants, Insecticides, etc. 
Instant Milk Co. 
Spout for dry milk container. ........0000065 
International Cellucotton Products Co. 
This package (Kotex) speaks softly; new design .. 
International Staple & Machine Co, 
11-minute sound movie: Package for Profit ...... 


Jacquin, Charles et Cie., Inc. 
Decorative labeling of liqueur bottles with molded 
Sbasths cc cceccccesessere 


JEWELRY 
Locked in watch band; Elgin National Watch Co. 
See also Watches and Clocks. 

Johnson, S. C. Co, 

Double-duty deal; shipper for floor waxer and ac- 
cessories transforms into floor stand ... 


K 


Kayser, Julius & Co, 
‘Roses in the snow’ dramatized; handkerchief-and- 
glove-set promotion .........+. 
Kay woodie Pipes, Inc. 
F ast-moving pipes; visibility packaging ....... 
Keebler Biscuit Co. 
Giant ‘cookie jar’ floor display .......e-e5565 
Kellogg Co. 
Kellogg’s Norman war sparess Sagreeees carton 
for comm flakes ..cccccccscccccseccccce 
Kimble Glass Co. 
Polyethyelene stoppering machine (of Chase 7 
ment ey for shell glass vials ... 
—- L B. Co. 
Keeping up with baby; redesign of baby-goods line . 
Kling Photo Corp. 
Minox wins a place; color-keyed cartons for minia 
ture-sized film used with miniature camera ..... 
Klug Engineering Service 
Polystyrene foam shipper for rug weaving instrument 
Koppers Co., Inc. 
Packaging Suppliers Directory (of custom and pro- 
prietary molders of polystyrene) . . ° 
Kraft Foods Co. 
Kraft’s cheese cups... a 
Nitrogen packed cheese in ‘laminated cellophane- 
polyetheylene ....-++e55 
Krauss, John, Inc. 
Rotogravure-printed saran.wraps for meat products . 


L 
LABELING 
Automatic label dispenser for Suannenaniee 
labels; Archer Label Co. .....0e ese eeeees 
Automatic meat labels; Grand Union’s  prepackaging 
Scale .. cece ceesseeeses 
Automatic labeler, MRM Co., Inc. . coeccccece 
Automatic labeler for round bottles; Johann Weiss 
(Berlin); New Jersey Machine Corp........+++ 
Automatic labeler for short runs; New ered 
Machine Corp.......+.+-. e 
Automatic tube labeler for guing ganged labels to 
tubes; Kenneth J. Moore & Co. 2... e sevens 
Development of roll labeling and roll coding units 
for ph eutical « s. E. R. Hamm 
(Sharp & Dohme) .....+.05+ ee 
Electric label dispenser; Avery Adhesive Label 
Comp, core scsccesecesecsesseseseseee 
Fired-on decals; Abbott Laboratories 
German machines label round bottles eutomatically; 
Pneumatic Scale Corp., Ltd 2... ee ee neeee 
High-speed, c ontinuous-motion labeler for bottles; 
Economic Machinery Co... 1.6.5 +e eeeeeeeee 
Label-locked domes; carding in plastic covers (La 
Cross manicure items) by using glue-labeling 
machine; Schnefel Bros. ....-+++see 022008 
Labeling plastic containers. ....++++2seee85 
Semi-automatic round container labeler; The Atlantic 
Supply Co... cece cseceveeeererseseeece 
Testing glue adhesion to glass. Maurine Ponder 
(Jos. E. Seagram & Sons, Inc.). «11-56 e5 e005 
Trouble-free bottle labeling; soft-drink installation; 
adaptable to other bottle sizes; National Tea Co.. 
Two-compartment vials; Abbott Laboratories... .. 
Tube-labeling machine; New Jersey Machine Corp. . 
Unit for gluing wrap-around labels as supplement to 
spot labeling equipment. C. R. Henrichs (Ayerst 
Laboratories)... ccc cee cece eeeeeeeseee 


eee eee eee 
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LABELS 
Chemical symposi eevee eo eees 
Coated labels; R. L — (Champion Paper & Fibre 
Cor) sencccscce eeeccececcceces 
Coordination of label copy ‘with advertising ..... 
Decorative labeling with molded plastics; liqueur 
bottles; Charles Jacquin & Cie., Inc. ........ 
Filigree labels cut from foil; holiday pack for liquor 
bottles; Ancient Age Distilling Co. .......4.+. 
Flexible label for polyethylene or other flexible 
plastic or rubber containers; Fleetwood Press, Inc. 
Heat-seal, laminated foil label stock; Cochran 
Foil Co. coccccecces 
Informative labels for paint thinner; Sears, 
Roebuck & Co. ....-5 eee eee 
Label line for pre-packagers of fresh meat, produce, 
poultry and cheese items; Paramount Paper 
Prodmucte Co. cccccccoccccvcccceseceons 
Labels that can take it; high-gloss stock survives 
supermarket rough and tumble; Swift & Co. ..... 
Letterpress printing of labels. W. W. Fitzhugh, Jr. . 
Lithography: carton and label printing. W. B. Banks 
(The Lord Baltimore Press). ......0-00000% 
Manual dispenser for self-adhesive labels . 
SPI label awards.... a ee 
Super-selling housewares; pots and pans, kitchen 
aids in food marketS ....6+seeeeeeeeenee 
Types of labels identifying products thet cannot 
carry tags; Normandie Co......0.eeeeeeeee 
Lacquer. See Coatings. 
Lakso Co., The 
Versatile tablet counter-filler for pharmaceuticals. . 


LAMP BULBS 
Help-yourself flashbulbs; Westinghouse Electric 
COmBe cece sceccccecscrcsesseseesece 
Laramie Chemical Corp. 
Furniture polish (W. & J. Sloan Private Formula); 
counter display .....csceccceeeeevesense 


LEATHER CLEANING 

Look of leather; paper labeled bottles for leather 

conditioner; The Lexol Corp. 
Lederle Laboratories 

Pre-counted pills (Century-pak) sealed in poly- 

ethylene bagS ...ceesecereeseseseseie 
Lehn & Fink Products Corp. 

Double-duty selector unit for Dorothy Gray Super 
Stay lipsticks and Sheer Velvet Film foundation 
CTEM co ccccccscccsereceescessccees 

Lentheric, Inc. 
Now comes the metered mist; purse-sized perfume 
aerosols (Dew-Dab Pursettes) . .. 1.202 e0085 
LePage’s, Inc. 
Polyethylene tube for pastes and glues ........ 
Lexol Corp. (The) 
Look of leather; paper labeled bottles for leather 
conditioner ..cscesseeseesevees . 
Libbey’s 3-way carton for glassware; Owens-Illinois 
Glass Co. 
Lipton, Thomas J., Inc. 
New kind of tea bagger, German-built machine... . 
Liquors. See Alcoholic Beverages. 


seer eee ee eee 


LITHOGRAPHY 
Bulletin: General Index of Publications Issued by 
the Lithographic Technical Foundation ....... 
Lithography: carton and label printing. W. B. Banks 
(The Lord Baltimore Press)......... 
Lithography on metal. W. K. Neuman (Continental 
Can Co.) oneee 
Lithography prizes; 5th Annual ‘Lithographic Awards 
Competition & Exhibit sponsored by Lithographers 
National Assn., Inc. 
Loi, D. & Son, Inc. 
Fibre banana box .. 
Lorillard, P. Co. 
Cigarettes, family style; counter display of Old 
Golds (3 kinds) ...cccceeseccvesseeses 
Versatile cigarette merchandiser ....++++++% 


ee 


ee 


LUBRICANTS 
‘‘Dry”’ graphite lubricants for friction parts (auto- 
mobile springs, etc.) .. 2. eee eee cere eeees 
See also Oil; Petroleum. 


M 


MRM Co., Inc. 
Liquid-filling machine for odd-shaped containers . . 
Machine parts and attachments, See Hardware. 


MACHINERY AND EQUIPMENT 
Light-duty pneumatic plastics press; Taber Instru- 
ment Corp. eoececce 
Machinery research big . - Serres ss 
New machinery; 12 important equipment develop- 
MENS we eee eee eer ee eee eeeeeeeeeees 


See also Bag-making; Bag Packaging; Banding; 


se eeee eee eee ewes 


Beading; Bottling; Box-making, Can Manufacturers; 


Cartoning; Case Loading and Unloading; Con- 
veyors; Counting; Cutting; Dairy Equipment; 
Feeders; Filling, Gluing; Labeling; Marking; 
Packaging Machinery and Equipment; Plant 
Mechanization; Printing Machinery; Sealing; 
Sheeters; Slitters; Stapling; Stitching; Strapping; 
Tying; Unscrambling; Weighing; Wrapping. 
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June 115 
March 90 
February 

August 
December 
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February 
December 


December 
April 
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December 


August 


April 


October 


September 


January 


March 


October 


October 
March 


September 


MAILING BOXES 
Colorful mail-order cartons; Grayson & Co., London, 
England .nccccccccccccssecesesessses 
Marathon Corp. 
Candid-camera data re frozen-foods shopper ..... 
Market Basket Corp. (The) 
Liver (and other variety meats) under plastic; poly- 
styrene lids on liquid-tight paper containers ... . 


MARKETS AND MARKETING 

Candy in supermarkets .......000e 00008 

Canned foods in supermarkets ......5eee6% 

Drive-in store equipped with vending machines 

84 seconds to make the sale; du Pont Impulse 
Buying Survey; comment (ed). .......46. 

New supermarket line: stationery and school 
supplies .......e06. 

Plants and seeds; “earden. centers” : ; Modern” 
ackaging industry survey ........0ee00> 
Rack sales up; non-food preducts in supermaskets . . 
The sale is where the package is (ed.) ......+- 

‘$30 billion for fun’ — packaging for the leisure 
market (ed) 2... eee en eeeee eecee 
Super-selling housewares; pots and pens in ‘food 
marketS.. 2.52 eeeeeees . ceeeees 
Target: the supermarket; colorful self-display paper 
plates; Fonda Container Co. 2... 0 ee seen eee 
Textile packages in supermarkets. .....-++045 
What food supermarkets want in packaging, James 
Cooke (Penn Fruit Co.) .....5000065 
See also Merchandising; Self Service. 


MARKING MACHINES AND DEVICES 
Attachment for imprinting tops of cans, cartons and 
boxes; Adolph Gottscho, Inc. ......0eee005 
Bulk-label imprinter for multilegend marking, Adolph 
Gottscho, Inc. ......5. eoeccecs 
Code-dating attachment for bag-sealing machines; 
Amsco Packaging Machinery, Inc. ........2+ 
Coding machine to imprint small cartons; Industrial 
Marking Equipment Co. eeeeeeees 
Coding machines (3 models) attachable to any type 
conveyor system for coding and printing wraps and 
containers; American Marking Corp. ...... 
Decorative and werner, marking; Markem Machine 
Con cece . er ee 
F lat-surface printer; ‘Markem Machine Con. cecvcce 
Hand-operated marking unit; Force Western, Inc. .. 
Heavy-duty tape printer, San Mateo Development Co. 
High-speed label imprinter, A. Kimball Co. ..... 
Imprinting developments for marking containers; 
Adolph Gottscho, Inc. ..... rer 
Imprinting of large die-cut labels; Markem “Machine 
Co. ccocccvvece eoececcecces 
Machine for printing on curved surfaces; Markem 
Machine Co. ..... 
Machines for production-line printing; Adoiph. 
Gee, Gs ccc cnc casebanensenrebar 
Marking and coding machine for multi-wall bags and 
shipping containers; Industrial Marking Equipment 
CO, cece rvneccsesssesseseeesescece 
Marking and counting machine; May Engineering Co. 
Marking pen for store price-marking use; The 
Dobeckmum Co. ..cccecccsccsesecccces 
Material to cover marking errors on new containers 
or to obliterate marking onre-use containers .... 
Multiple printer; Algene Marking Equipment Co. .. 
Photo composition unit producing hand lettering and 
type for packaging; Filmotype Corp. ......++. 
Precision imprinting unit; Adolph Gottscho, Inc. .. 
Printing press for coding and imprinting flat, folded 
cartons and labels; B. Verner & Co. .... 2005 
Roll-leaf stamping apis The Peerless Roll Leaf 
Con. see 
Rotary macker for ‘long comet “Adolph “Gott scho, lec. 
Marlin Blades 
Self-replenishing razor-blade display .. 
Mars Candy 
Corrugated stand for candy ...... 
Massachusetts Institute of Technology 
WVP by electric hygrometer, evaluation of Mylar and 
saran films. M. Karel, Y. Aikawa and B. E. Proctor 
Matchabelli, Prince 
Mind’s-eye cruise, 3-dimensional Mediterranean 
scene for ‘‘Cologne Cruise’’ package ........ 
Pop-up surprise; cologne flask in folding carton; re- 
moval of fastener causes extra cover to pop open. 


eeeee . 


eee eens 


MATCHES 
Award winner for match industry’s packaging com- 
Petition «cece ceceeeessesesessseses 
MATERIALS HANDLING 
Beverage pallet loader also unloads; Coca-Cola 
Bottling Co. .....++. Coceseccceces 
Business Service Bulletin: A Summary of Informa- 
tion on Packaging Materials handling; U.S. Dept. 
Of Commerce .ccccesccessessscecssees 
Cost-reduction methods in industrial packaging; dis- 
cussion at National ae Conference and 
Exposition eee 
Industrial Packaging and Materials Handling Ex- 
position (OU) ccc ccc cc cccrecceesceeece 


eeeee 


Materials handling machine, adhering packages to- 
gether for palletized shipment; Potdevin Machine 


Te CRA ROSES THEV OCS BORER OTHE O% 
Pallet dolly for coffee shipping cases; John Sexton 
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November 143 


January 128 
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Pallets and Palletization (reviewed); National 
Wooden Pallet Mfrs. Assn, . ....eee0ee0 
Paper-sling pallet (Accopak), Amecicen Cyanamid 
Co. secs ee ° 
P attern-pallet chart; “American Society of Mechanical 
Engineers .... eveee 
Push-button beer lines; automatic palletizers; 
Anheuser-Busch, Inc. . ee ° 
Seminar on Economics Through “Materials Handling; 
Ot De SOONG aonb ceeecaneccewiunes 
Supermarket handling of grocery products ....... 
Unit-load cylinders; General Chemical Div., Allied 
Chemical & Dye Corp. .... Seeecececoses 
Western Packaging & Materials Handling Exposition 


7 


MEAL 
Automatic meat labels; Grand Union Co.,’s pre- 
packaging Scale .ceeceeseesessesscsece 
Automatic wrapping of frozen meats; Sure-Seal Corp. 
Better-dressed veal (vinyl-cloth carcass wrap); 
SUI GE Ce ceccecesccenssecesceccesecs 
Chopped meat in casing assures quality ‘control; 
Safeway chain of supermarkets. ........+46+ 
Color for meats; picture packs ...... eee 
Family-sized can of deviled ham; William Underwood 
Co. cece ee ee 
Flexible meat packaging materials and their selec- 
tion; J. M. Kansbottom (Swift & Co.) .....6.e6. 
Hams in foil baking jackets; W. F. Thiele Co..... 
High-gloss parchment for wrapping hams and bacon; 
West Carrolton Parchment Co. ....005 ee eee 
High-speed vacuum sealer for self-service meat 
products; Hudson-Sharp Machine Co. ........4+ 
Housewives’ complaints on pre-packaged meats. . . 
Liver (and other variety meats) under plastic; poly- 
Styrene lids on liquid-tight paper containers; The 
Masket Bagket Compe cacccccccscceccesses 
New casing for meat loaves..... ee 
Packaging luncheon meats by “Perfo-Roll”” method; 
Shellmar-Betner Flexible Packaging Div. of Con- 
tinental Can Co. .....206% eeoeceeecece 
Paperboard half-sleeve for 3 cans of meat; Stahl- 
Meyer, Inc. coecececcecosecese 
Polystyrene foam insulates meat patties; The Dow 
Chemical Co. .ccccccssecccecccssceces 
Research and development of vacuum pack aging; 
Aemour & Con wc cccccccccevccceseceses 
Rotogravure-printed saran wraps for meat products; 
Jobe Goante, Eee. cc ccccuccscccscessons 
Sale of frankfurts, etc. through vending machines 
Scale for weighing stuffed sausage lengths and 
links; Exact Weight Scale Co. . 1... esse eeee 
Shrinkable Visking polyethylene bags for packaging 
poultry, meat loaves, etc.; Central States Paper & 


eee wees 


MEDICAL AND SURGICAL SUPPLIES 
High-gloss cartons of Luster Board for Curad plastic 
adhesive bandages of Bauer & Black ........+. 
Two-compartment vial separating liquid and solid 
parts of Bejectal 
Mennen Co. 
Statistical robot; automatic weight calculator .. 


MERCHANDISE CARDS 
Card-and-bubble or ‘‘blister’’ poe of formed 
plastics 

Electrical specialties; Monowatt Div. of ‘General 
Electric Co. wzecccccccvvcces eee 

Locks in polyethylene bags mounted on ; deplay 
cards; Yale & Towne Mfg. Co ee 

Smart copy, high-fashion sell; easel-back card for 
‘Lips’; Pond’s Extract Co. .. 


MERCHANDISING 
Booklet: How to Merchandise with Corrugated 
Boxes; Hinde & Dauch .....eece80ee08e0088 
Candy selling techniques ....... ° cove 
Designing « deal; combination of bottle and fibre 
canister for retail promotion; Serutan Co. .....-. 
Fast-moving pipes; example of merchandising dyna- 
mite; Kaywoodie Pipes, Inc. .....eeesee008 
How good is the deal? (ed), .... cove 
Impulse Buying Survey (du Pont); comment (ea) ee 
Promotional devices of soap makers .. 
Merck & Co., Inc. 
Cone-shaped liner designed to reduce leakage of 
certain chemicals ...... 


METAL CONTAINERS 

Aerosol packages. See Aerosols. 

Aluminum containers. See Aluminum. 

American Standard Specification for One- Quart 
Round Motor Oil Cams ....eeeeeeeeeeee 

California tries wines in cone-topped cans; 
Yosemite Winery Assn. ... cee ceeeeeesees 

Can with polyethylene pouring nozzle designed to 


hold liquid detergents and other corrosive products; 


Continental Can Co. . sce eeeceeseseeeses 
Canco research center; American Can Co. ....++ 
Canned carbonated beverages; Canada Dry Ginger 

Ale, Inc. «2.0 cee8 ° eeeseeee 
Cans for chemicals. E. R. Blair, G. E. ‘Curtis and 

L. E. Kneeland .ccccccscsccccccesvece 
Cans for detergentS ...cccccssesssesssecs 
Cone-top gallon can for fountain syrup; Continental 

CanCo. . 


ee 


Month Page 
November 
September 
August 

March 


March 
larch 


June 
October 


August 
February 


January 


April 
September 


October 


June 
July 


November 
April 


June 


March 
April 
August 
August 
November 
June 


May 
May 


May 


November 


December 
April 


May 


March 
September 
September 


January 


October 
January’ . 
June 

July 
October 


February 
June 
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Contoured canister for chocolates; Barton’s Bon- 
WORRIES coccccccseccceseceeescecnes 


Export market for metal cans, drums, etc. ....... 


Federal specification covering cans of sheet-metal 
Plate cece cccesesecceeseseseseseces 
Food (paste-like) in metal tubes ccc ccccceses 
Half-pint samplers for family of four chemicals; 
Allied Chemical & i ye Corp, . wee ee eeeeees 
Interlocking nozzles let cans stey right-side up; 
Boyle Midway Div., American Home Products Corp. 
Liquid wax containers; S. C. Johnson & Son ..... 
Lithography on metal. W. K. Neuman (Continental 
Can Co) cece e ccececvesesccseseesece 
Metal can developments in 1954; future trends.... 
Metal cans for lawn and vegetable seeds ....... 
Metal clamps for multiple-can packs; Packett Corp.. 
9-oz. cap-sealed soft-drink cans; Continental Can 
Co, soeeseccsees eoeceescecs 
Plastic pourorsift top ‘for metal. cans; American 
Can Cor wee eeeereveceraes eececece 
Radar in re-use ‘cans’; General Ele sctrie” s solution 
of Air Force packaging problem ...-.+++eee+ 
Ready-stacking tops for ice cream containers; King 
Comvasteet, Hie. cccccrceceiecsesevsers 
Solderless food cans for frozen juices; Continental 
Can Co, cccccccccecsessssseeesesees 
Steel-container treatments. L. J. Nowacki, E. R. 
Nowacki, E. R. Mueller and R. H. Dent: 
1, Phosphating scale-free sheet gives a 
durability to exterior enamels .... eoeee 
2. Effect of phosphate on interior lining must be 
evaluated for each product .....se+see868 
Steel containers; statistics of production, use, etc.. 
Tin, lead, aluminum, steel as food Meee ma- 
terials wc ccccccesscce eevee 
Tray-covered canister with hand-painted ‘look for 
fruit cake; National Biscuit Co. ...... eeee 
Window-top cans for packaging oysters and ‘crab 
meat; Steel & Tin Products Co. ..... 
Metal Parts. See Hardware. 
Michigan State College 
Bulletin: Prepackaging Apples in Film Bags..... 
A packaging commencement; B, S. in Packaging . . 
Packaging Course ..ccccsccccccceccesces 
Miles Laboratories, Inc. 
Alka-Seltzer’s packaging innovations .......+.+- 


eee eene 


MILITARY PACKAGING 

Booklet on proceedings of Symposium on Low Tem- 
perature Test Methods and Standards for Contain- 
ers; Quartermaster Food & Container Institute .. 

Evaluating multiwall bags; QM research. John oO. 
Younger and James A, Sargeant .....5+ ee e645 

Federal specification covering cans of sh cet-metal 
plate cc. ccccsccceecceces 

Millions of pouches; automatic packaging of “or 
rings; Stillman Rubber Co. .....se eee eevee 

Packages for guided missiles. Cc. S. Partisano 
(Guided Missiles Dept., General Electric Co.)... 

Performance testing of flexible barriers; Ordinance 
methods. Howard M, Weiner.......4.+. ceee 

QMC’s challenge to packaging; aerial delivery pro- 
EFAM oe ee eee eee eee eens coecce 

Radar in re-use ‘cans’; General Electric’s ; solution 
of Air Force packaging problem .....+++ee65 

Research contract of Quartermaster Food & Con- 
tainer institute for Armed Forces with University 
of Texas; development of shock-absorbing devices 
used in airdrop of cargoeS «1. see eeeeeese 

Surrender in the Pentagon (ed.) ...... 

Miller Brewing Co. 
Pole stacker with automatic lift .......6e4e65 
Minnesota Mining & Mfg, Co. 

Inside printing makes for easy set-up; shipping con- 
tainer for automobile adhesives turns into counter 
display .. eaetaasers 

Manual on ways in which pressure-sensitive tapes 
serve the food industry .....+e+eeeee808088 

Mix it in the package; plastic splicing material for 
electrical cable connectionS ....++++sess6-5 

Minox camera. See Kling Photo Corp. 


ee 


MODERN PACKAGING 
Certificate for Editorial Excellence awarded for 
series of ‘‘Industry Survey’’ cover illustrations 
and articles ...ccccccccscvsssesscese 
Cover series awards ..... . 
Surveys. See Surveys: Modern ‘Packaging. 


MOISTURE 
Moisture-barrier sheet for bags; Arkell & Smiths. . . 
Moisture-resistant carton wrap ....s se ee eevee 
Sylvania’s modified web conditioner for control of 
moisture content in glassine and paper fields . .. 
Testing for moistureproofmess .....+++seee08 
Testing for moistureproofness of laminated glassine 
and similar paper constructionS ...-+++++e+++5 
Ventilation of produce; perforation of film bags to 
vent moisture. R. E. Hardenburg......+-++++-s 
Volume shrinkage in glass jar ....+sseeeeee08 
See also Water Vapor. 


MOLD 
An effective mold inhibitor; dimethyl dichlorosuc- 
cinate as antimyotic agent in wax coating on 
cheese wrappers. L. J. Hayhurst, R. V. Hussong 
and E. K, Nielsen ....cccccsesscsescsees 
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Monsanto Chemical Co, 
Looklet: How to Pack and Ship Plastics to Save 
Money..... 
Moore, John Hudson 
Screen-coatedceramic color jackets on glass; 
Sportsman’s line of toiletries 
Montenier, Jules 
Stopette bottle designs. .....eeeeee088888 
Mosinee Paper Mills Co, 
Glass-reinforced paper. Robert T. Seith....... 


er 


ee ee 


MOTION DISPLAYS 
Mince meat in motion; Borden Co. ......+. 
Revolving display for Deceiver nylon monafilment. 
line; South Bend Bait Co. ... 2.20 cece eens 


MULTIPLE -UNIT PACKAGING 
Paperboard haif-sleeve for 3 cans of meat; Stahl- 
Meyer, Inc. ..... e ° 
Toothbrushes in family pack; E. R. Squibb & Sons 
Musselman, C. H. Co, 
Jelly incollector-set, iced-drink tumblers...... 
Mylar film. See Polyester Film 


N 
National Assn. of Purchasing Agents 
Balance between supply and demand (summary of 
report) ..sse- eeeveccce 
National Assn. of Sanitary Milk Bottle Cc Sonne 
Manufacturers 
Milk containers; survey of sizes preferred ...... 
National Biscuit Co, 
Double-duty shipping case; floor display stand for 
Nabisco boxes of animal crackers..... oe 
Tray-covered canister with hand-painted look for 
fruit cake . 2c cccrecseeces 
National Canners Assn. 
Bookket: ‘‘The Canning Industry.’’ 
48th annual convention ..... ° ° 
1955 Canners Directory Geviewed) eeececen 
National Carbon Co, 
Bright focus for Prestone; re-designed label 
National Equipment Corp. 
Short case sealer with new glue-feed system 
National Flexible Packaging Assn. 
Flexible bag (polyethylene) sizes....... 
National Pack aging Conference and Exposition 
Plans for 1955 exposition (24th). ....+.+. 
Summary of speakers’ remarks .....+++06. 
National Paper Box Mfrs. Assn. 
Annual Pack aging Competition; prize-winning 
boxeS .. ec ceeceves 


ee 


National Sales Council 
Phonograph record on cottage-cheese container... 
National Selected Products 
Push-cart for quick pies ....eeeeeeeeeeeees 
National Sporting Goods Assn. 
Polyethylene envelopes and specially imprinted 
wrapping paper for members. ....++eee2ee85 
National Tea Co. 
Trouble-free bottle labeling; soft-drink installation; 
adaptable to other bottle sizes 
Nebraska Consolidated Mills 
Sturdy extender of corrugated for supermarket shelves 
shelves; display of Duncan Hines Devil’s Food 
Mix we 
Nestle Company, "Inc. (The) 
Faster enveloping; cocoa-mix package resulting 
from automatic machineS.....6++eeeeeee8808 
New Jersey Machine Corp. 
Automatic labeler (made by Johann Weiss) for round 
bottles .. ccc cee eer eeeeeesesessseees 
New York University 
Packaging course; cooperation with National 
Championship Competition ..... cecee 
Seminar on Economics Through Materials Hendling . 
Statistical Quality Control Seminar (Sth) for graphic 
arts industries ...c.ceeeeseeeeeseeseses 
Nicoll Russ 
Bonanza on the oasis; Valerie Jean Date Shop .. 
Northam Warren Corp. 
Faster squeeze-bottle filling .....eeeeeeee05 


re 


NOTIONS 
Polyester film as window material for slide fasteners 
package; Talon, Inc. ...eeeeceeeeeeeeeee 
Transparent vacuum-formed containers as sales 
helps ..ccccccccerssesesseesssessese 


NOVELTIES 
Polyester film bag as wrap for cake decorations; 
Cypress Novelty Corp. 2... eeeee erences 


NOVELTY PACKAGES 
Novelty packaging to up sales of pencils ..... 


NURSERY PRODUCTS 
Grass seed packs need not be green; multi-color 
cartons for ‘‘Aloha’’; Geo. A, Davis Co. .... 
Plants and seeds (including bulbs and shrubs); 
Modern Packaging industry survey ........ 
Rose bushes in self selection package; Sears, 
Roebuck & Co... eee creer ee ne eee enns 
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208 
93 


114 


149 


NYLON 
Nylon for conveyors? Link belts at Peter Hand 
Brewery inspection stations..... coocee 
Nylon molding compound; Barrett Div., ‘Allied 
Chemical & Dye Corp. 


O 


Oak Rubber Co, 
Self-blowing balloon package (Pump-Pak)....... 


OFF ICE EQUIPMENT AND SUPPLIES 
Great safety with less weight; use of bonded-rubber 
shock mounts and wirebound boxes; National Cash 
Register Co. ee 
See also Stationery; Stationery Accessories. 


eee wee eee eee 


Om 
Film pack for vegetable oil ....e eee eeeeeee 


November 
See also Petroleum. 


OLEOMARGARINE 
Snap-open end package, dispensing a single stick; 
Durkee Famous Foods .....00eee0ee80e880088 
Olin Mathieson Chemical Corp. 
Rolling to sales records; Winchester roller skates 
package 
Oneida, Ltd 
Automatically pre-packaged silver 


ee 


ee 


OPTICAL GOODS 
Bundling Tillyer optical lens blanks in cellophane; 
American Optical Co... .ccccccceccccseces 
Oregon State College 
Annual Food Processors Short Course .......++. 
Orradio Industries, Inc. 
Exploiting a new market; magnetic recording tape . 
Owens-Illinois Glass Co, 
Libbey’s 3-way carton for glassware .. 
Ox Fibre Brush Co, 
Mops to forefront; display stand made from shipping 
Container. .ccccccccccccrccescscscccee 


P 
Paas Dye Co, 
Makes dealer’s work easy; Easter Egg Kit packages 
in display shipper convertible into floor stand... April 
PACKAGE CONTESTS 
Award winner for match industry's packaging com- 
petition...... Ce pke eo 
ARMI (American Rack Manufacturers Institute) 
award winnerS . wee eeeees er 
Designers’ best; awards of Pack age Designers 
Council (2d)... eee eee ee ee 
Variety-store awards; 19th annual National Variety 
Packaging Competition. .....0+0000e008088 
Package Designers Council 
Designers’ best; awards of 2d annual competition . February 


November 
February 
February 


March 


PACKAGE DESIGNING 
Advertising and the package ...-e ee eee eenee 
Appetite appeal. ..scccccccessccecccsscces 
British Quaker’s kids are real; faces on cereal 
cartons from photos; Queker Oats, Ltd. ....... May 
Candy packages «1.665 . »eeeees+ December 
Christmas suggestions, See Gift Packaging, 
Coin-in-the-slot selling; unit packages ........ May 
Design histories (brief). See Table of Contents, 
page 2 of Modem Packaging, each month. 
Dispenser packages. See Dispensers. 
84 seconds to make the sale; Impulse Buying 
Survey (du Pont) ........ ° era 
Evolution of modern, versatile label design: Topco 
Associates, Inc. (Food Club items).......... May 
Exteriors of soap flakes and detergents packages . June 
Family relationships. See Package F amilies. 
Fists across the border (ed.); U. S. package de- 
Signers in Camada .... 000 se eee eee eee March 
Holiday trends. See Gift Pack aging. 
How do you test package design? fo ways to find out 
what’s in consumer minds ..........0ee00085 
Kellogg’s Norman Rockwells; magazine-cover carton 
for comm BidkeS 2 ccc cccnccscccess +++. September 
Minox miniature camera film cartons .... +... August 
Package design winners in Canada .... +++ January 
F.ecesigns 
Ac’cent (Amino Products Div.).......- 
Airtex Products, Inc. .....00e0ee888 eos 
Canada Dry Ginger Ale, Inc. ......... eee 
Cooper’s coordinates; tying together two trademarks 
and three lines of men’s apparel; Cooper’s Inc. . . 
DWG Cigar Corp. 
Dow Chemical Co, wees eeeeenvae 
Foremost Dairies, Inc. .......+ 
Grayson & Co. (gift packages) . . 
Hudson Pulp & Paper Corp. .... 
Kleinert, L B. Co. .....4.4- ° 
International Cellucotton Products Co. (Kotex) 
Lever Bros. (Lax) ..ccccccccccccccece 
Lexol Corp., The (leather conditioner)...... 
National Carbon Co, (Prestone products) ..... 
Owens-Illinois Glass Co. (Libbey Glass Div.) . 
Post cereal packages. .....0e0eeeeeeee 


August 
January 


October 


February 


«+++ September 
June 


October 


August 

° November 
e April 
eee October 


Ce 


ee ee April 

° June 

July 
January 
August 
October 
December 
March 
December 


. 
eee 





Quaker Oats Co. (Aunt Jemima Pancake Mix) . 
Red Devil small tools. ......6500 cee eeee 
Rit Peoducte Comp. ce ccccccsecs 
Sunsweet (California Prune & Apricot Growers 
AGG) ceccccnesecesesecseseseces 
Swanson, C. A. & Sons eee 
Topco Associates (cheese loaf) .......0502e005 
Topco Associates Co. (Food Club items) ..... 
Winchester roller skates (Olin Mathieson Chemical 
Corp.) eeecces eeocceece 
Self- edtting stationery; United States Envelope Ces soe 
Super-selling housewares; pots and pans in food 
MOTEES . cree recs ccrseceseseesececees 
Waffle pattern on syrup decanter; Griffin Mfg. Co. . 


eee eee 


ey 
** 


eee eee eeee 


PACKAGE ENGINEERING 
Packaging Engineer (reviewed). Louis C. Barail .. 
Packaging multiproduct line; R. J. Grant (AC Spark 

Plug Div., General Motors Corp.) .. 


PACKAGE FAMILIES 
Advertising ....cccccseccces ° eeee 
Bright focus for Prestone products; National Carbon 
- TT rerrrrerrrerereerreeeeerrererr ee 
Cooper's coordinates; redesign program tying 
together two trademarks and three lines of men’s 
eppesel; Cooper’a, ace ccc cc cc cc cccececes 
Daisy families ..cccccscccccsccccses 
Evolution of modern, versatile label design for Food 
Club items; Topco Associates Co. .....2500% 
Fishing tackle; South Bend Bait Co. .......66- 
Half-pint samplers forfamily of four chemicals; 
Allied Chemical & Dye Corp. .......2eee006 
Hobby is his business; kits promoting youthful in- 
terest; Millard 4. Deutsch (Industrial America, 
Inc.) cover eseecee 
Industrial family; Airtex Products, Inc. (Auto- 
motive and Master Parts divs.).....05+e0085 
New unity for Canada Dry; all products under one 
trademark. . ccc ccc e sees secseeeseesecs 
Post cereals go pictorial 
Package Machinery Co. 
Suit over Transwrap machines agst. Hayssen Mfg. 
Ce. sees ee eereesreesese 
Package merchandising, ‘See Merchandising. 
Packaging Abstracts; distribution by Pack aging 
Tmethtwte cece ccecccccseseseseeseceeces 


re 


eeeee eee eee 


PACKAGING COSTS 

Cost-reduction methods in industrial packaging; dis- 
cussion at National Pack aging Conference and 
Exposition ccccccseveccseeecesseeeces 

How to cut costs in warehousing and materials 
handling; discussion at National Packaging Con- 
ference and Exposition... . eevee 

Reduction in pharmaceutical field. See ‘Drug Trade, 


PACKAGING INDUSTRY 
The census and you (ed.) ....-eee0eee808 
1955—— opportunity unlimited ....... 
The Story of Packaging (animated color motion 
picture); distribution by Association Films. . 
P ack aging Institute 
Advisory Service Report No, 323 (on packaging 
education) .....-. 
Annual forum (16th) . 
Summary of proceedings ececves 
Booklets: Testing the Dry Rubber Resistance ofa 
Printed Ink Film on Packaging Materials; Testing 
Compatability of Pharmaceutical Solutions in 
Contact with Rubber Closures ....++e+ee865 
Directory of Contract Packagers (reviewed) 
New PI tests; 


ee 


printing, adhesives.....sseeee088 


PACKAGING MACHINERY AND EQUIPMENT 
Automatic package maker (Robo-Wrap); Counsel 
Machine Co.... seeee 
Automatic transparent-pack aging machine, Hayssen 
Mig. Cor. cece cccecessesesesesecssces 
Gadget session, Packaging Inst.: Development of 
roll labeling and roll coding units; Unit for gluing 
wrap-around labels as supplement to spot labeling 
equipment; Gadget for improving performance of 
vacuum filling of powder; New tools for checking 
can seams ....+. eeeee 
Bulletin on purchasing methods; Wright Machinery 
Co. «+ 
Developments in 1954 errr ee eee ee ee 
Imprinting, packaging and counting in one operation 
by Packmaster machine .....cesseee0e0880888 
Making the most of packaging machinery, discussion 
at National Packaging Conference and Exposition. 
Packaging’s biggest opportunity (ed.) ......+++. 
Semi-rigid packaging system for flour and corn-meal 
sacks; St. Regis Paper Co. ...cseeeeeeveves 
Three new German packaging machines: 
1) packaging pudding powders, etc. into double 
packages; 2) packaging flour in double packages; 
3) wrapping long paste goods into roll paper or 
cellophane; Fr. Hesser.....+ee+05 
Transparent packager forming, filling and sealing 
transparent flexible bags for individual solid ob- 
jects; Mercury Heat Sealing Equipment Co...... 
Packaging Machinery Mfrs. Institute 
Loose-leaf directory covering makers of all types 
of packaging machinery .... ° 


ee 


“eee eee 


16 


Month 
October 
September 
February 
Fe bruary 
February 
October 
May 


April 
March 


December 
May 


December 


June 


August 
December 
August 
August 


May 
July 


August 


November 
June 
October 
December 


May 


January 
January 


April 
May 


October 
December 


May 
June 
October 


December 


January 
January 


August 


June 
April 


May 


Ap ril 


April 


February 


Page 
116 
117 
108 


100 
lll 


99 


120 


104 
99 


PACKAGING MATERIALS AND SUPPLIES 
Effect of cathode-ray irradiation on functional 
properties of flexible packaging materials. Bernard 
k. Proctor and Marcus Karel .........50005 
Flavorproof packaging materials...........56. 
Lamination: 
Cellophane and tissue-parchment; outer wrap for 
TV Dinners; C. A. Swanson & Sons ........4. 
Insect penetration of foil-film laminations ..... 
Performance of film-foil laminations. T. M. Hill 
(Aluminum Co. of America) .......5.620055 
Wrapping material for photographic film; Ansco . . 
Packaging materials (paper, film-foil laminations, 
flexible packaging, glass) seminar, Packaging Inst. 
What do packagers want? Packaging survey. 
See also Glass, Paper, Polyethylene, etc. 
Packaging Pageant. See Table of Contents, page 2 of 
Modem Packaging, each month. 


PACKAGING: STUDY AND TEACHING 
Education for packaging; Packaging Inst. disc.: 
What industry is doing totrain its employees; 
Training personnel for custom packaging; Develop- 
ing men for technical jobs; Packaging personnel 
training; Container Laboratories’ training program; 
Educating the public about pack aging and its im- 
POsteNce we cccscccceces 
Flexible packaging; speakers provided by ‘Industrial 
Bog & Cover AGOm cccccccccccccccceece 
Institute for Packaging Personnel; Purdue 
University .....0e0e00% e cevees 
New York University and National Championship 
Competition .csccsccccccccessecesccee 
Package Engineering course at Columbia University 
A packaging commencement; 8.S. in Packaging at 
Michigan State College... ....20 cece eeeee 
Packaging school grows; Michigan State College . . 
Society of Industrial Packaging & Materials 
Handling Engineers; Short Course sponsored by 
University of Illinois ......0eeeeeeeeeees 
Packets. See Envelopes and Packets 
Packing for shipment. See Shipping Problems 
Pack-It, Inc. 
Training personnel (custom packager). Wm. T. Ropp 


PAINT AND VARNISH 
Can and pail liners of formed plastic .... oe 
Paint thinner in can with informative label back and 
front; Sears Roebuck & Co. 2... cee cence enes 
Paints named for national Holiday Inn chain; 
Bruning Bros., Inc. .....+- ° eeecces 
Versatile paint demonstrator of ‘corrageted board; 
Caster Paint Co. cnc ccc cccccccccecsvese 
Palletizing. See Materials Handling. 


PAPER 
Booklet: The Pulp and Paper Industry in Europe— 
Development and Prospects; The Organization for 
European Economic Co-operation, Pulp and Paper 
Committee .. cc cccrccccccccsecessecee 
Coating polyethylene to paper .....56eeee8e08 
Drag of polyethylene-coated papers in pack age- 
forming operations... .ccccsecscsesscccs 
Effect of minute paper variations on functional 
paper properties. M. M. Muntz (P. H. Glatfelter Co.) 
Functional properties of glassine and greaseproof 
paper; M, L. Downs (Thilmany Pulp & Paper Co.). 
Glass-reinforced paper. Kobert T. Seith (Mosinee 
Paper Mills Co.) ........ eoeseese 
High-density pouch paper, The Hemeraley Ce. cces 
High-gloss parchment for wapping hams and bacon; 
West Carrolton Parchment Co. ......02ee00% 
Leather-grained, pyroxylin-coated kraft; Uni-Mark, 
Packaging paper, wrap for frozen foods, ‘ete.; Kehr 
Products Co, escce 
Packaging papers (coated labels); R + Drake 
(Champion Paper & Fibre Co.) .....250eee00. 
Paper for silver packaging; Daubert Chemical Co. . 
Performance of paperveneers; alternates for plywood 
in panels of fully cleated domestic boxes. E. H. 
Clarke eoeoceccsscsece 
Permanent-type self-adhesive papers; Avery Paper 
Con ceccccccsccs coer eceves 
Polyethylene-coated kraft; ‘Guardian Paper Co.... 
Pyroxylin-coated papers ee Chandler Mig 
Cay BSGe scacecere ° e 
Re-inforced protective papers; Thilmany Pulp & 
Paper Co. ° a 
Standardization of test method determining degree 
of roughness or smoothness of flat multiwall bag 
kraft paper. J. J. Nicks (Corn Products Refining 
Cor) eevccces e eeeeee 
A tester for pliability; ereppebility ¢ as ‘stinct 
property. Thomas P, Wharton .......0e5065 
Volumes on paper making presented to Western 
Michigan College ...eesceeesesevesece 
See also Glassine; Paper Begs; Paper Containers; 
Paper Products. 


PAPER BAGS 
Coated sheet for multiwall bags; Arkell & Smiths. . 
Drop tests and field shipments of Scrimtex (glass- 

reinforced) bags containing boxes; Mosinee Paper 
Mills Co, 


| 


Month Page 


F ebruary 137 
May 134 


F ebruary 114 
April 216 


December 125 
April 135 


December 124 
November 97 


December 
April 
November 


August 
September 


May 
July 


September 


March 
December 
October 


December 


February 
August 


January 
December 
June 


September 
March 


November 
December 
October 
June 

May 

June 


February 
F ebruary 


November 


February 


September 


September 


Modern Packaging Index 











Month 
Evaluating multiwall bags; Qm research; John O. 

Younger and James A. Sargeant ............ November 
Flexible bag sizes .... eeeeeeeeses September 
Handled bags (Handi-Toters) for fresh produce, 

grocery-store sales boosters; Continental Can 

Co,’s ShellmarBetner Flexible Packaging Div. .. September 
Insect repellency in multiwalls; treatment with non- 

toxic pyrenone; K. A. Amold (St. Regis Paper Co.) August 
Low-cost insulated bag; Jiffy Mfg. Co. ...... October 
Multiwall paper bags for lawn plant food; Swift & Co. May 
Multiwall snap-open bags; Hudson Pulp & Paper 

TPe cece cece cesceccceseccccsceccccs May 
Paper wrappings, bags and envelopes as food 

packaging materials. ....seeeeeeee00e0808+ January 
Potato goes modem; sale-stimulating packaging .. September 
Semi-rigid packaging system for flour and corn-meal 

sacks; St. Regis Paper Co. .....+e+eeeeee0+ May 
Sleeve valve for multiwall bags; Bemis Bro. Bag Co. February 
What do users want? Modern Packaging survey ... November 

PAPER CONT AINERS 
Export market for paper and paperboard containers . November 
Liver (and other variety meats) under plastic; poly- 

styrene lids on liquid-tight paper containers; The 

Market Basket Corp. ....20eee08e8e000008++ March 
Matched color packaging line for specialty shops 

and department stores; Lindley Box & Paper Co. . November 
Milk cartons; use in retail trade .........+.+.+. August 
Orange-juice carton ....-.eeeeee8eeee8e8e+8 October 
Paper-packed orange juice; Borden’s.......... December 
Target: the supermarket; colorful self-display paper 

plates; Fonda Container Co. ....6+65++0s++.+ April 
See also Folding Boxes and Display Cartons; Paper 

Bags; Set-up Boxes: Paper. 

PAPER PRODUCTS : 
Barrier material meeting military specification, 

Barrier Material, Paper, Priperepeae Cincinnati 

Industries, Inc. .... eeeeee August 
Henry Hudson’s ship on paper goods; ‘Hudson |" ulp “ 

Paper Com cctocrvcecsetseccsesvesoces June 

PAPERBOARD 
Corrugating medium... to give straw fibre im- 

portance as paperboard raw material; Alton Box 

Board Co. cc ccc ccnccccsccsssceccces November 
New stocks, improved containers .......+.+.++.++ January 
Paperboard (functional properties); G. T. rp es 

(Container Corp. of America) ..... ++ June 
Paperboard (grades and uses); J. J. Aid (Robert. 

Gaig Co., Ic.) cc ccccccccccccccscessce June 
Weather-resistant board for outdoor signs; Mead 

Board Sales, Inc. .....e+eee05 ecocceece +++. February 

Park & Tilford Distillers Corp. 
Brandy baggage truck; 3-dimensional display unit 

for Martell Cognac Brandy...... eccseseee October 
New tear-strip for Sanderson’s Vat 69 Scotch 

whiskey bottles .....0.0ee0e0e0+e8se000e2ss November 

Parke, Davis & Co, 
Designed for the doctor; Steri-Vial case of poly- 

Styrene wns cscs cccesee oeeee. August 
Sharpened techniques for drugs; counter ‘display and 

redesigned packages for Medicated Throat Discs . June 

PATENTS 
U. S. Patents Digest. See Table of Contents, page 2 of 
Modem Pack: g, each month. 
Pauker Bros, 
Simplified carton sizes for Welgrume (men’s leisure 
wear) save money, step-up display .......... April 
Paxton Slade Publishing Corp. 
Formed plastic pockets for pocket books........ July 
Pencils. See Stationery Accessories, 
Pens. See Stationery Accessories. 
Perfect Foods 
Bucket-brigade cookie filler, ......+++++++++ October 
Perfumery. See Cosmetics and Perfumery. 
Permacel Tape Corp. 
Brochure: Permacel 2-in-1 Electrical Tapes ..... May 






PETROLEUM PRODUCTS 
Mobiloil speed-up; 600-a-minute unscrambler and 
high-speed filler; Socony-Vacuum Oil Co., Inc. .. 
Sale of fuel oil through vending machine; Madison 
Fuel Co, cece cccccecccescceceeeseses 
Pharmaceuticals. See Drug Trade. 


july 


May 


PHONOGRAPH RECORDS AND SUPPLIES 
Phonograph record on cottage-cheese container, 
National Sales Council ...+4+++eeee0000++ February 
PHOTOGRAPHIC EQUIPMENT AND SUPPLIES 
Ansco goes red; All-Weather Pan black-and-white 
camera film ...c.ccccccccsessssseseees 
Counter space-saver for cameras; Argus Camera Cc. 
Low-cost prismatic color photographic prints made 
directly from dummy package, container or flat 
artwork; Bebell & Bebell Color Laboratories ... 
Minox wins a place; color-keyed cartons for miniature 
miniature-sized film used with miniature-camera; 


April 
January 


February 





Kling Photo Corp. ....eeeeeeececcessess August 
Pilferage. See Theft. 
Pipes. See Smokers’ Acc ri 
Pitt, C. M. & Sons -« 
Rigid vinyl package for conserved fruits ....... July 
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Plant Maintenance & Engineering Conference 
Techniques of Plant Maintenance & Engineering 
(reviewed) ...cccccccesesesces 


PLANT MECHANIZATION 
Faster enveloping, cocoa-mix package resulting from 
ic s; The Nestle Company, Inc. .. 
Hardware pack agin eves eocccece 
Mobiloil speed-up; WO ons Vatsun’ 6 Oil Co. eoeees 
Pack aging-line procedures for decanter with metal- 
lized polystyrene closure. Brown-Forman ...... 
Push-button beer lines; automation for cans and 
bottles; Anheuser-Busch, Inc. ......5+50e85 
Saran wrap automatized; Dow Chemical Co. ..... 
Plastic Coatings. See Coatings. 





PLASTICS 
Aerosol containers ee eeee 
Booklet: How to Pack and Ship Plastics ‘to Save 
Money; Monsanto Chemical Co, .... 
Determining the package to use .....6ee000808 
Foam plastics that revolutionize interior packaging; 
discussion at National — Conference and 
Exposition. ..ccccsccccessecse e 
Formed plastic packages for pocket books; Paxton 
Slade Publishing Corp. eoeee 
Formed-plastics pack aging; Pack aging ‘Institute 
Gas-permeable films 
Golf ball packages .....00ee sees . 
Labeling plastic containers .... eeeees 
Molded plastic boxes for fishing lines ° ° 
— foo d-pack aging plasticizer; Chas. Pfizer 
Con cece ccececessseesevece 
Pinholing of films .......+6- eeeees 
Plastic baskets for cut-up poultry; Pacific Plastic 
Products ....-6sse65 Stvaw 6 
Plastic blister packages for locks ......+565 
Plastic container with snap-on lid ........6+:5 
Plastic film as a bread wrap ....eeeeeeeeee 
Plastic handles produced by extrusion-forming 
process; Anchor Plastics Co. coosecerse 
Plastic swivel sticks (used for cosmetics, insecti- 
cides, etc.); Crown Cork and Seal Co. .....566-. 
A Plastics Engineering Handbook (reviewed); 
Society of the Plastic Industry, Inc. . 
Plastics in food packaging materials ......... 
The Pro in plastics; rigid transparent packaging; 
Pro-phy-lac-tic Brush Co. 2... eee eee neces 
The mush to formed plastics....... eccccce 
Shipment of plastic pellets; The Dow Chemical Co. 
Spray-on, peel-off plastic package; Munray Products, 
Inc. ceocccscccece Serr rrr err Tt 
To measure strain of rigid food ‘conteiners; accessory 
slot compensator. ...e+eeeee8808 
Vacuum-formed packages for hardware ........+-+ 
Vacuum-formed plastic freezer containers; Nalle 
Plastics, Inc. ..... Cooeesescseversese 
What do users want? Modern Packaging survey. .. . 
See also Acetate; Cellophane; Cellulose Acetate; 
Cellulose Acetate Butyrate; Ethyl Cellulose; 
Polyester Film (Mylar); Polyethylene, Poly- 
styrene; Saran; Styrene; Transparent Containers; 


see eee ee 
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eee eee 


Vinyl. 
Pliability, tester for... cece eee ener eeneeeees 
PLIOFILM 
Insect penetration ..... ee 
Pliofilm and vinyl; F. H. Kimball (The “Goodyear 
Tire & Rubber Co.) .. cc eee eee ee eee eens 


Ventilation of produce; perforated pouch for onions. 

R. E. Hardenburg 
Plumb, Fayette R., Inc. 
Half-foot tool mart; self-service display.......-. 


PLYWOOD 
Booklet on plywood shipping containers; Atlas 
Plywood Corp, .seeeeeeeerecees 


POLYESTER FILM (MYLAR) 
Circleville, Ohio, plant.......... 
Polyester film is here; applications in 

packaging.........+.-. 
Polyester film (properties and uses); 
D. D. Lanning - I. du Pont de Nemours & 





wvP by electric h hygr luati 
of Mylar and saran ime. uM. Karel, 
Y. Aikawa end B. E. Proctor (MIT) ........ o* 


POLYETHYLENE 
Bucket for detergent (‘‘All’’) reusable as 
diaper pail, garbage pail, etc.: Monsanto 
Chemical Co. .... 5.52 ese eee 
Bulk-handling system for shipment of 
polyethylene resins; Union Carbide & 
Carbon Corp. .......+. oe aoe 
Coating ja —_ ee on paper . ecesecccesecern 
Developments in 1954... .....000 cee eeeees 
Easy-to-dispense olives; polyethylene holder; 
Brookdale Food Co... ....+-5e085 ee 
Effect of cathode rays on oxygen permeability | 
of polyethylene.......... e* 
Electronic-sterilization ‘of polyethylene 
packages and contents; Bradley Container Corp. 


“ee eee 
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November 


November 


July 
June 


April 
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January 
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November 





Page 


193 


112 


115 
118 


131 


208 
166 


208 
172 


80 
141 
162 


218 
114 


134 
226 


127 


218 
147 


139 


212 


242 


147 


213 


94 


142 
122 
72 


138 


Emul sifiable A-C polyethylene as inside 
or outside coating for glass bottles; Semet- 
Solvay Petrochemical Div., Allied Chemical 


Envelopes for members of National Sporting 
Goods Assn. 

Four polyethylene dispenser closures, 
primarily for use on glass bottles; Berman 
Bros, 

Furniture in flim; inner wrapper of polyethylene 
inside carton for do-it-yourself pieces; 


Grass (roots for growing) in polyethylene; 
Turfgrass Farm 

Improved polyethylene plastic (Super Dylan) 

Ink receptivity of polyethylene film. 
A. F. Chapman 

Insect penetration 

Kraft’s cheese cups 

Lamination with aluminum foil and acetate 
for photographic film wrap; Ansco 

New kind of squeeze; extrusion fabricated 
tube and bottle 

New polyethylene uses; H. K. Intemann 
GHEE Cayce cc ck cbc erreerccoccres 

Operation banana; polyethylene jackets 
for whole stems; Standard Fruit & 
Steamship Co 

Plug-type closure for wide-mouthed glass 
bottle; Abbott Laboratories 

Polyethylene-cellophane materials 

Polyethylene container with hinged-on cap; 
Olympic Plastic Co 

Polyethylene containers with lids; Plastomatic 
Corp 

Polyethylene for distilled liquor 

Polyethylene formed for food; Crescent 


Polyethylene in barriers; E. S. Shorkey 
Polyethylene milk-bottle caps; Owens- 

Illinois Glass Co. January 
Polyethylene (packaging uses); H. C. Childs 

(Olin-Mathieson Chemical Corp.)..........46-. June 
Polyethylene wax for application in melt 

coatings; Eastman Chemical Products, Inc 
Pouch package for rose bushes; 


Protective root wrap 
Self-selection packaging of sheets and 
pillow cases; Sears, Roebuck & 
Shrink-tight polyethylene; new-type film for 
frozen poultry and other products. 
Shrinkable polyethylene film; Durethene Corp. September 
Snap-off can top for Sani-Flush; Hygienic 
Products Corp. january 
Spillproof polyethylene containers; 
Plastomatic Corp 
Standardized machine for treatment of 


Treatment of polyethylene film for printing. 
M. F. Kritchever (Traver Investment Corp.) 

Vacuum- and pressure-form ing. 

What do users want? Modern Packaging 


POLYETHYLENE BAGS 
Bunny bag; polyethylene pack for marsh- 
mallows with re-use value as toy; Fireside 
Marshmallow Co 
Containers for filigree labeled liquor 
bottles; Ancient Age Distilling Co. .......... 
Duplex polyethylene bags for packing heavy 
produce items; Central States Paper & Bag Co. . . 
Flexible bag sizes 
Floor waxer accessories in bags; part of mer- 
chandising display; S C. Johnson & Son 
Gluing polyethylene bags 
Lerge-sized bags, liners and special pro- 
tectors mass produced; Crystal-X Corp 
Lock containers mounted on display cards; 
Yale & Towne Mfg. Co. 
Hard candies. 
Multiple-pocket bags; Plastic Packaging Co 
Overcoming film-bag failures. 
Polyethylene bag maker; Roto Bag Machine Corp.. . 
Potato goes modem; visibility pack aging 
Pre-counted pills sealed in polyethylene bags; 
Lederle Laboratories 
Promotion use for frozen meals and canned 
products; C. A. Swanson & Sons 
Shrinkable Visking polyethylene bags; Central 
States Paper & Bag Co. 
Side-seam polyethylene bag; Bemis Bro. Bag Co. . . 
Strawberry plant packages 
Two-compartment household hardware con- 
tainers; C. Hager & Sons Hinge Mfg. Co 
Ventilation of produce; onions in perforated 
film bags. R. E. Hardenburg 


POLYETHYLENE BOTTLES AND TUBES 
Extrusion-fabricated bottles and tubes . 
Faster squeeze-bottle filling; 

Northam Warren Corp. 
5-gal. bottles; Plax Corp ® 
Investigation of Shelf Life of Liquids in 
Polyethylene Bottles (reviewed); U.S 
Dept. of Commerce 


18 


New kind of squeeze; extrusion fabricated 
bottle for Cuticura Talcum 

Shelf life in polyethylene; Plax Corp. Jules 
Pinsky, A. R. Nielson and J. H. Parliman 

Stopette meets the trends; improved bottle 
design, displays, etc. 


POLYSTYRENE 
Alka-Seltzer’s innovations; foamed polystyrene 
plug for glass vial; Miles Laboratories, Inc. .... 
Caps with conical liners; Poly-Seal Corp. 
Cheese containers; re-use value 
Container for vitamin capsules; Chicago 


Designed for the doctor; drug kits of Parke, 
Davis & Co. and Upjohn Co 
Expandable polystyrene; preparation of foam; 
E. A. Edberg (Koppers Co.) 
Expanded polystyrene in packaging field; 
D. F. Redman (The Dow Chemical Co.)........ 
‘Heavenly Pearl’ from Hawaii; polystyrene 
representation of oyster pearl shell 
used for gift perfume package; Honolulu, Ltd. .. . 
Lipstick-type container for perfume aerosols; 
SA ON ta dwir che deeb dd ee eben ORO O 
Liver (and other variety meats) under plastic; 
polystyrene lids for paper containers; The 
Market Rasket Corp 
Locked-in watch band; Elgin National Watch Co. . . 
Locks with a gift look; re-usable polysty- 
rene package; Yale & Towne 
Molded dispenser for flints; Zippo Mfg. Co 
Packages of expandable polystyrene; 
Ambassador Plastics & Mfg. Corp. 
Packaging Suppliers Directory (of custom and 
proprietary molders of polystyrene); 
Koppers Co., Inc 
Polystyrene foam insulates meat patties; 
The Dow Chemical Co 
Polystyrene foam shipper for rug weaving 
instrument; Klug Engineering Service 
Polystyren~ metallized closure for glass 
decanter; Brown-Forman December 
Protective foam; cushioned packaging of 
fragile drugs; Sharp & Dohme. . . 
Rigid transparent boxes for hardware September 
Roll-on deodorant; plastic ball-top applicator— 
polystyrene neck ring, marble and screw cap; 
Bristol-Myers January 
Saran and polystyrene; D. C. Dulmage (The 
er GE SE. co kK cree see eres eeeene June 
Square jar with metal closure for bouillon 
cubes; The Pure Food Co 


POLYVINYL ALCOHOL 
Water-soluble package for insecticide; Renflo 
Chemical Co. 
Pond’s Extract Co. 
Smart copy, high fashion sell; easel-back 
card display for ‘Lips’ 
Popcorn. See Candy and Confectionery 
Potter Drug & Chemical Corp. 
Extrusion fabricated polyethylene bottle 


Pouches. See Envelopes and Packets. 


POULTRY 
Film poultry pouch; Milprint, Inc. ..........+.+. 
How to get to the top; leadership in packaged- 
poultry field; C. A. Swanson & Sons. 
Plastic baskets for cut-up poultry; Pacific 
Plastic Products 
Shrink-tight polyethylene for packaging 
frozen poultry 
Shrinkable poultry bag of Visqueen film; 
Traver Div. of Container Corp. of America. 
Poultry Producers of Southem Califdrnia 
Mechanical handling of eggs; ‘*Memory 
System.’’ 
Premium offers. See Advertising. 


PRE-PACKAGING 
Automatic meat labels; Grand Union’s 
pre-packaging scale 
Automatically pre-packaged silver; Oneida Ltd... . 
Compact, versatile pre-packaging machine; 
Alaska Juneau Enterprises Packaging Div. 
of Alaska Juneau Gold Mining Co. 
Pre-packaging meats and fresh foods; discussion 
at National Packaging Conference and 
Exposition 
See also Unit Packaging. 
Pressurized packaging. See Aerosols. 


PRINTING 

Flexographic printing; Packaging Inst. disc.: 

Stability of flexographic printing; Restoration 

of moisture to cellophane after printing; Automatic 

control of flexographic inks at press; Treatment 

of polyethylene film after printing December 
Flexographic printing on vinyl! films November 
Fundamentals of package printing; Packaging 

Inst. disc.: What industry is doing about color 

control—a survey; Practical considerations 

on the printability of packaging materials; 

Some observations on gloss in connection 

with other functional properties of lacquer 

coatings; Pick-test studies; Problems rel. to 

color control, printability and gloss. 135 
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Month 


Lithographic process. See Lithography. 

Printing processes; Packaging Inst. disc.: 
Letterpress process of printing folding paper 
cartons; Letterpress printing of labels; 
Lithography; Gravure—quality method for 
producing folding cartons; Film printing by 
gravure; Flexography—film printing; 

Flexography for cartons .......-.6+e0e0065 

Rotogravure-printed saran wraps for meat 
products; John Krauss, Inc.........++eseee8. May 


December 


PRINTING MACHINERY AND EQUIPMENT 
Economical printer-coder; E. L. Bivans, Inc.... . . 
Economical process printing by 6-color 

letterpress; Paper Converting Machine Co...... 
Flexographic press; Hudson-Sharp Machine Co... . 
High-speed rotogravure press; Gillette 

TT Ce ee ae eee 
Narrow web flexographic press for roll-to-roll 

printing; Manhasset Machine Co............. 
New flexibility in printing; flexographic 

equipment; Hershey Chocolate Corp.......... 
Rubber plate cylinder assembly; Mosstype 

Beteer Ce, GR. cee cc eset cbevevecveecs 

Produce. See Food Packaging — Produce. 


PRODUCTION 
Ac’cent on production; ultra-modern packaging 
plant; Amine Peodacte Div... .cccccccrsece 
Production seminar; Packaging Inst.: Applying 
automation to collection of production-line 
data; Suggested forms for reporting lost time 
on packaging lines; How to set up a program 
for preventive maintenance; Statistical con- 
trol of incoming package supplies........... 
Pro-phy-lac-tic Brush Co. 
The Pro in plastics; transparent packages 
ee ee ea ee May 
Toothbrush fleet invades bathroom; miniature 
ships with children’s toothbrushes .......... 
Psychoanalysis and you; motivation research (ed.) ... June 


PUBLISHERS AND BOOKSELLERS 
Formed-plastic pockets for pocket books 
(midget sized or pygmy books); Paxton 
Slade Publishing Corp..........200080008 July 


PURCHASING 
Container forums; National Assn. of 
Pemsmains AGG scvcdeccrocevevsevreses July 
Purchasing phase; cy 4> of pharma- 
ceutical packages. O. C. Ferris 
(Goheving Cos.) «cc ccs cee eee resscccnen 
Purdue University 
Institute for Packaging Personnel. ........... 
Pure Food Co. (The) 
Labeler becomes filler for Herb-Ox 
Boullion Cubes. 


Decempver 


Quaker Oats Co. (The) 
Aunt Jemima pancakes for three meals a day; 
package design program .........+.e+eeee00% 
Portion packs for pancakes; Aunt Jemima single- 
service envelopes and special griddle........ 
Strapping for export; protection against 
GND 6 66 whe HTS OSE eH EEE OEE OS 
Quaker Oats, Ltd. 
British Quaker’s kids are real; faces on 
cereal cartons from photos. .........6++++6+% May 


October 
January 


October 


QUALITY CONTROL 
Chopped meat in casing assures oo 
control; Safeway Stores, Inc. . 
Statistical methods and quality control; 
Packaging Inst. seminar: Basic concepts 
about statistical methods; Supplier looks 
at statistical quality control; Packager 
looks at statistical quality control; Getting 
the most of out of your experience .......... 
Statistical Quality Control Seminar (5th) for 
graphic arts industries; New York University.... May 


April 


December 





R 


Radar. See Electronic Equipment and Supplies. 
Raidon Corp. (The) 

Carry-home for antennas... ......+ ese ee eeee 
Razors. See Toilet Accessories. 


RECORDING EQUIPMENT AND SUPPLIES 
Exploiting a new market; magnetic recording 
tape: Orradio Industries, Inc. 
Shipping unit and filing case for recording 
MicroLac Recording Discs; Reeves 
Soundcra®t Comp .cccccccscceccessecenes 
Red Devil small tools; redesigned package ........ 
Redesigning. See Package Designing—Redesigns. 
Reeves Soundcraft Corp. 
Shipping unit and filing case for MicroLac 
Recording Discs... ...csceeccresesescsece 
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REFRIGERATION 


Month 
Controlling bloom in candies; type of packaging 
to protect refrigerated chocolate-covered 
candies from moisture. E. K. Heaton and others... December 
Renflo Chemical Co. 
Water-soluble package for insecticide ......... January 
RESEARCH 
Canco research center; American Can Co........ July 
Getting the Most from Research and 
Engineering (reviewed); American 
Management Assn..... 1.665 eee eee eeeee August 
Machinery research big. ....... ++ eee ee eee June 
RESINS 
Flavorproof packaging materials. .........+++ May 
Mix it in the package; plastic splicing 

material for electrical cable connections; 

Minnesota Mining & Mfg. Co... ......555 06. November 
New polyethylene resin; Bakelite Co. ......... April 

RE-USE CONTAINERS 
Aluminum foil trays; Foil Kraft, Inc. ......... October 
Bunny bag; polyethylene pack for marsh- 

mallows with re-use value as toy; Fireside 

| ETAT eT CET April 
Cheese containers, glass and plastic.......... August 
Fibre banana box; D. Loi & Sons, Inc......... . August 
Freezer jars for salad dressings; Durkee’s 

Pomeus PeaGs 6c crccecewcsecvecceveceve January 
Impulse for sportswear; McGregor shirts and 

trunks in re-usable plastic tubes; David D. 

Doster G Ca. ccc cces arse cwnseneoes June 
Jars with lug-type, screw-off vacumm cap........ June 
Jelly in collector-set, iced-drink tumblers; 

ee ee ee ee July 
Jumbo-sized jelly and preserve glasses........ October 
Kraft’s cheese cups... .. 2-02 e eee ee eens June 
Liquid-tight paper containers with clear 

polyatyreme Lids . ccc ccc cvesceseceses March 
Molded plastic boxes for fishing lines......... July 
Packages for guided missiles; re-use metal 

containers. C. S. Partisano (General 

MISSGES GAD cc cc cot eee veces cs eserves May 
Plastic boxes (hardware containers) .........-+ September 
Plastic skin for parts; vinyl plastisol 

as strip coating (reclaimable); Buick Motor 

Div., General Motors Corp. .......05000065 June 
Pebpeetes GOR. ccc eccscrccereseeccscevecs July 
Polyethylene bucket for detergent (‘‘All’’); 

Monsanto Chemical Co... .....200 eee ee eee October 
Polystyrene containet for perfume aerosols; 

Rs OG 6 owes dees ees caw remes March 
Polystyrene container for vitamin capsules; 

Chicago Pharmacal Co. .......--++++-+46- September 
Polystyrene cottage-cheese container ......... February 
Radar in re-use ‘cans’; General Electric’s 

solution of Air Force packaging problem ...... September 
Steel taps in re-usable cigarette case; 

Bealy-Wolies Carp. cc cccccccccccccccces April 
Tray-covered canister for fruit cake with lid 

re-usable as serving tray; National 

Bieowkt Co. wc ccc ccesseovcsccssseceene May 
Utensils in homey setting; kitchen-range 

type of display with containers that convert 

into toy model village; Hawthorne Aluminum 

COOGS cc cece vstecnceevesessccrves February 
Wars on re-use; after-use should be related 

OD GOOEEE ccc cece ese seesccereseeeeees October 

Rice packaging. See Food packaging — Dry Products. 
Ripon Knitting Works 
Moder art principle makes hanging slippers 
move; self-service merchandiser............ September 
Rit Products Corp. 
35 colors matched to red; redesigned package. ... February 
Roberts Fig Co. 
Quick-change carton former, setting up lock- 
tab trays automatically. ..........6-2ee068 April 
Rock wood Chocolate Co. 
Non-crush candy tray........5eeeeeee0008 September 
Ronson Lighters 
Corrugated box steps out; gift pre-packs 
Gor tabbe lighters. «cc cccccccccesesecvece January 
Rope. See Cord and Twine. 
Rubber & Asbestos Corp. 
Brochure: Bondmaster Adhesives for Film, 
Foil, Fabric and Other Web Laminators ....... September 


RUBBER PRODUCTS 
Millions of pouches; automatic packaging of 


synthetic-rubber ‘‘O”’ rings; Stillman Rubber Co.. November 
Rule 41, Uniform Freight Classification; 
GUBGROEE. ccc ccc ceweesereeseseseees October 
y 
May 


Rust prevention. See Corrosion. 


S 


Safeway Stores, Inc. 


Chopped meat in casing assures quality control... April 
SAMPLING PACKAGES 
eee ere Tee ey eee November 
Coin-operated machines; ‘packaging Me es ocsaes May 
Doctor’s sample case; Upjohn Co. .........6. August 
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Dramatizing the sample; strategies to attract 
physician’s attention; Sharp & Dohme 

Economical packaging of samples of powders, 
tablets and capsules; Printon Corp. 

Fired-on decals for Sucaryl tablet containers; 
Abbott’s Laboratories. 

Half-pint samplers for family of four chemicals; 
Allied Chemical & Dye Corp 

San Francisco Brewing Co. 
Giant package replica for indoor and outdoor 


February 


SANITARY PRODUCTS 
This package (Kotex) speaks softly; 
International Cellucotton Products Co. 


SARAN 

Candy in loaf-type ‘‘meat’’ wrapper (saran) 

Effect of cathode rays on color of saran film 

Overwrap for vitamin capsules in polystyrene 
container; Chicago Pharmacal Co 

Rotogravure-printed saran wraps for meat 
products; John Krauss, Inc. 

Saran and polystyrene; D. C. Dulmage (The Dow 
Chemical Co.) 

Saran wrap automatized; production and packaging 
devices; Dow Chemical Co 

Tie-in for whole picnic menu; pole display for 
Saran wrap; Dow Chemical Co 

WVP by electric hygrometer; evaluation of 
Myler and Saran films. M. Karel, Y. Aikawa 
and B. E. Proctor (MIT) 

Savogran Co. (The) 

Floor stand is huge package replica of 

Strypeeze paint remover 
Schiefflin & Co. 

Snifters by mail from France; display to 

stimulate cognac sales 
Schne fel Bros. 

Label-locked domes; carding in plastic covers 
(La Cross manicure items) by using glue- 
labeling machine 

Seagram, Joseph E. & Sons 

Elaborate servers bid for Christmas holiday 

liquor sales; V. O. gift package 


SEALING EQUIPMENT AND SUPPLIES 

Adjustable stand for Vacumatic label sealer 
and other heat-sealing machines; Mercury Heat 
Sealing Equipment Co. 

Automatic gluer and taper for shipping containers; 
Clybourn Machine Corp. ........0 ee eee eee 

Automatic innersealer and (2) can sealer; 
Resina Automatic Machinery Co. 

Automatic rotary bag sealer; Amsco Packaging 
Machinery Co 

Automatic rotary capper; Progressive Machine 

oO. 


Bag-sealing machine for sealing polyethylene 
bags with pressure-sensitive tape; Better 
Packages, Inc 

Bottle-applied secondary seal; The Conart Co. .. . 

Bottle capper-corker machine; Pneumatic 
SOG ccc eSewencsecrenocersrusene 

Can capping machine; Elgin Mfg. Co. 

Carton glue-sealing machine; Container 
Equipment Corp. 

Carton-sealing machine; Airtex Products Co. 

Code-dating heat sealer; Amsco Packaging 
Machinery Co 

Compact case sealers; shorter machines for 
sealing electrical blanket and electrical- 
control boxes; General Electric Co. 

Continuous electronic bag-top welder; Electronic 
Processes Corp. 

Custom line of cast heaters for heat-sealing 
machine bars; Thermel, Inc. 

Draw-off-seal attachment for Auto-Ampak 
ampoule filling and sealing machine; 

Autopack Limited and Automatic Weighing 
& Packing Machine Co 


Electronic sealing of acetate boxes 
Floor stand for heat sealers; Amsco 
Packaging Machinery, Inc 
Foot-operated bag sealer 
Fully automatic bag sealer and header; 
Peters Machinery Co. 
Hand heat-sealing machine; Sealine Mfg .Corp 
Hand sealing iron for plastic film; 
Hawkins Machine Co 
Heat-sealing coating; Pyroxylin Products, Inc.... . 
Heat sealing of vacuum-formed plastics 
Heat sealing viny! films 
High-speed precision closing unit for can-closing; 
Continental Can Co 
High-speed vacuum sealer for self-service 
meat products; Hudson-Sharp Machine Co 
High-volume closing and tape sealing of pre- 
filled polyethylene or cellophane bags; 
J. H. Platt & Sons 
Improved Auto-Pak (heat-sealing); 


Machine that ties film bags automatically; 
Plas-Ties Co 

Moistureproof unit package 

New bonnets for push-ups; automatic filling 
and sealing device; Central Ice Cream Co. ..... 


STYRENE 


Month 
Rubber-modified etvrene schecetinge: Camnarce Nic 


Page 


Polyethylene stoppering machine for shell 
glass vials of Kimble Glass Co.; 
Chase Equipment Corp. 

Portable capper 

Portable carton sealer; Ever-Seal Industrial 


Pre-breaking gluing machine; E. G. Staude 
Mfg. Co. 

Punched tents; bag heat sealers with labeling 
and perforating attachments; production of 
hanging packages for wire displays 

Rotary can sealer; Resina Automatic 


Rotary-type corker for flanged-type glass 
stoppers; U. S. Bottlers’ Machinery Co. ....... 
Sealer for polyethylene tubes; also semi- 
automatic bottom sealing machine for 
Bracon-type cylindrical bottles; Carbert Mfg. Co. . 
Sealing bags filled with powder 
Semi-automatic heat sealer; Product 
Package Engineering 
Short case sealer with new glue-feed system; 
National Equipment Corp. .........0550065 
Simple, light crimping tools; Upressit 
Products Corp. ..... 
Tape dispensers. See Tape and Tape Dispensers. 
Vacuum lug capper 
World’s fastest line; precision-built closing 
machines for baby food; H. J. Heinz Co. 


See also Adhesives; Tape. 
Sears, Roebuck & Co. 

Sears and self-service 
Seed. See Nursery Products. 


SELF SERVICE 

Automatic meat labels; Grand Union’ s pre- 
packaging scale 

Best seller selected for self ser\ ce; folding 
carton package for Wamer’s A’Lure Bra 

Cheese packaging for self service selling 

Doll-sized cradle and handy revolving unit aid 
baby-pants sales; Industrial Rayon Corp. ...... 


Hardware packaging 
Merchandiser for baby-goods line; I. B. 
Kleinert Co 


Modern art principle makes hanging slippers move; 
Ripon Knitting Works September 
May 
December 
Self-selling saw blades individually packaged 
in folding boxboard envelopes fitted into 
2-tiered display carton; Chicago Wheel & Mfg. Co. 
Self-selling stationery; supermarket strategy; 
United States Envelope Co. 
Toiletries and cosmetics 
See also Markets. 
Serutan Co. 
Designing a deal; combination of bottle and 
fibre canister for retail promotion 


SET-UP BOXES 


Acetate boxes from a new machine 


December 


SET-UP BOXES: PAPER 

Booklets: How to Pack It; Creative Package 
Design; Hinde & Dauch Paper Co 

Comer-cutting device for set-up boxes; 
Stokes & Smith Co. 

New look on supply-house shelf; set-up box 
and polyethylene bag for Anaconda product 
(vibration eliminator); American Brass Co. ..... 

1954 trend in uses 

Prize-winning set-up boxes; Sth annual 
Packaging Competition of National Paper 
Box Mfrs. Assn. 


Telescoping box simulating appearance of a level, 
for sedative; Upjohn Co 
Sexton, John Co, 
Film-lined coffee pouch 
Sharp & Dohme 
Dramatizing the sample; strategies to attract 
physician’s attention 
Protective foam; polystyrene formulation 
for cushioned pack aging of fragile drugs February 
Shaving creams. See Toilet Accessories. 
SHEETERS 
Plastic film sheeter and bag maker; LectrOmatic 
ee Cs: ow ee 66 SEs KES ON OHS 0% June 


SHELF DISPLAY 
Sturdy extender of corrugated for super-market 
shelves; Nebraska Consolidated Mills, maker 
of Duncan Hines Devil’s Food Mix 


SHIPPING CONTAINERS 
Awkward-shaped product out front; display-shipper 
for aluminum spray cleaner; Damar Products, Inc. . 
Booklet on plywood shipping containers; Atlas 


Booklet on steel containers for petroleum, paint 
and chemical industries; Geuder, Paeschke & 
Peay Ge. ccc ccc cccssteosescscenecesve 


Modern Packaging Index 
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Bow and arrow shipping and display containers . . . 
Cheese case splits in two; Treasure Cave, Inc... . 
Collapsible aluminum shippers; Zarges- 
Leichtmetallbau, K. G. (represented by 
G. H. Leigh Associates) 
Colorful mail-order cartons; Grayson & Co. 
(London, England) 
Colorful shipping containers (Colorote); 
Richards Container Corp 
Corrugated box for shipping live lobsters; 
Hinde & Dauch Psper Co. 
Corrugated shipper for produce; Lawrence Paper Co. 
Corrugated shipping container (Oper Eze); 
The Flintkote Co, 
Double duty deal; shipper for floor waxer and 
accessories transforms into floor stand; 
S. C. Johnson Co. 
Easy-open corrugated shipper; Cornell 
Paperboard Products Co 
Fractional packaging (illus.); C. A. Swanson & 


Fractionalizing the case; display cartons in tear- 
strip shipping case; Brown-Forman 
Distillers Corp. 

Fumiture in film; inner wrapper of polyethylene 
inside corrugated carton for do-it-yourself 
pieces; Show-Off, Inc. 

Glass-reinforced solid fibre and corrugated 
containers (Scrimtex); Mosinee Paper Mills 


Heavy-gauge plastic liner for steel containers 
for transportation of chemicals and other 
liquids; Jones & Laughlin Steel Corp. 

Hooded water system offers five advantages; 
Dayton Pump & Mfg. Co 

Improved grade of linerboard for use in 
manufacture of corrugated contain ers; West 
Virginia Pulp & Paper Co. 

Marketing function; rules of National Wholesale 
Drmuggists’ Assn. 

Multi-function merchandiser for baking pans; 
tear-strip shipper; Chicago Metallic Co. 

Multiwall bags. See Paper Bags. 

Packages for guided missiles; re-use metal 
containers. C. S. Partisano (General 
Electric Co.) 

Range of serviceability; progress in 1954... . 

Self-dispen sing rope in shipping container, 
Wall Rope Works, Inc. 

Shipping container seminar; Pack aging Inst.: 
Tracing today’s developments in shipping 
containers; Getting down to cases; Tapes; 
Adhesives; Wire staple fasteners. December 

Shipping unit and filing case for recording 
discs; Reeves Soundcraft Corp. February 

Steel-container treatments. L. J. Nowacki, 

E. R. Mueller and R. H. Dent (Battelle 
Memorial Institute) 

Stock 40-lb. bulk tomato shipper; Fibreboard 
Products, Inc. 

Sunsweet’s cases echo the package; California 
Prune & Apricot Growers Assn. 

Tear tapes for cartons of Whirlpool automatic 
washers and dryers. 

Testing shipping containers; Paul O. Vogt 
(Genecnh Biectsic Ca.) ccc cs ccceccsesccce June 

Uniform capacity restrictions (for petroleum 
and chemical industries) adopted by Inter- 
state Commerce Commission 


SHIPPING PROBLEMS 
Export shipments. See Export Packages and Packaging. 
How to pack and handle bulky materials; 
discussion at National Packaging Conference 
and Exposition 
Packaging to cushion, preserve and protect; 
discussion at National Packaging Conference 
and Exposition 
Show-Off, Inc. 
Furniture in film; inner wrapper of polyethylene 
inside corrugated carton for do-it-yourself 


Shulton, Inc. vs. Alfred D. McKelvy Co.; 
% suit settled 
Signode Steel Strapping Co. 
Guide to Better Shipping Catalog. ........+..+. 


SILK SCREEN 
Tray-covered canister with silk-screen process 
giving hand-painted look; National Biscuit Co. 


SILVERWARE 
Automatically pre-packaged silver; Oneida, Ltd. 
Paper (Nox-Tarmish) for silver packaging; 
Daubert Chemical Co 


SLIrTERS 
Line of slitter-rewinders; Dilts Machine Works Div., 
The Black-Clawson Co. 
Plastic film slitter-rewinder; Slit-Go., Inc. 


SMOKERS’ ACCESSORIES 
Corrugated box steps out; Ronson’s gift pre- 
packs for table lighters 
Fast-moving pipes; visibility packaging; 
Kaywoodie Pipes, 
Success story; molded plastic package 
for flints; Zippo Mfg. Co. 
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SOAPS AND CLEANSERS 
Ad-format cartons for rug and upholstery cleaners 
and applicator; Glamorene, Inc. 
Back to the big — size 


Liquid-detergent « cans 
Soaps and cleansers; MODERN PACKAGING 
industry survey 
Society of Industriel Designers 
Industrial Design in America (reviewed) 
Society of Plastics Industry 
SPI label awards 
Socony-Vacuum Oil Co., Inc. 
Mobiloil speed-up; 600-a-minute unscrambler and 
high-speed filler 
Spice Islands Co. 
Telling a quality story; packaging of spices, 
herbs, vinegar, tea 


SPORTING GOODS 
Fishing tackle. 
Fishing tackle in self selection packages; 
Sears, Roebuck & Co. 
Formed-plastic package for fishing lines and 
leaders 
Golf supplies 
Hunting and archery 
National Sporting Goods Assn., promotions 
Rolling to salesrecords; Winchester roller 
skates package; Olin Mathieson Chemical Corp. 
Sporting goods; Modern Packaging industry 
survey 
Vacuum-formed counter dispenser for Dayton 
fishing floats 
Squibb, E. R. & Sons 
Toothbrushes in family pack 
Stahl-Meyer, Inc. 
Paperboard half-sleeve for 3 cans of meat 
Standard Fruit & Steamship Co. 
Operation banana; polyethylene jackets for 
whole stems 


STANDARDIZATION 
Hardware packages. 
Package simplication program; Socony-Vacuum 
Oil Co. 
Types of packages for baked goods 
Stanley Home Products, Inc. 
Automatic cellulose banding of bottles 
Control of freon losses 


STAPLING MACHINES 
Automatic stapler for octagon-shaped cartons; 
Intemational Staple & Machine Co. .......... 
11-minute sound movie: Package for Profit 
International Staple & Machine Co. 
Machine for top and bottom flaps, 
fastening corrugated containers from outside; 


Mechanical automatic stapling; Container 
Stapling Corp. 
Paperboard houses; counter displays for 
Swingline Speed Products Co.'s Tot 50 
Stapling Kit 
Pneumatic carton stapler; Container Stapling Corp. . 
Stapler for corrugated containers; Bostitch 
Wire staple fasteners for shipping containers. 
J. Bliss (Bostitch, Inc.) 


STATIONERY 
New supermarket line: stationery and school 
supplies 
Self-selling stationery; labeling and display 
program for supermarkets; United States 
Envelope Co. 


STATIONERY ACCESSORIES 
Novelty packaging to up sales of pencils .. . 
Pen sets as fashion accessories; 
Esterbrook Pen Co. 
Steel containers. See Drums; Metal containers, 
Steel Shipping Container Institute, Inc. 
Proposed capacity restrictions for petroleum 
and ch A pti 
Steel Strapping See rea 
Stewart-Warner Corp. 
Grease —— (Alemite) unit-sealed . 
Stillmen Rubber Co 
Millions of pouches; automatic pack aging of 
synthetic-rubber ‘‘O”’ rings... . 





STITCHING 
Portable wire stitcher; Acme Steel Co. 
Vegetable-bag stitcher, Diagraph-Bradley 
Industries, Inc 
Stopette Spray Deodorant 
Stopette meets the trends; improved bottle 
design, displays, etc. 


STRAPPING 

Guide to Better Shipping Catalog; Meee Steel 
Strapping Co. 

Oval wire str 

Strapping for export; protection ageinst 
pilferage; Quaker Oats Co. 

Stretcher for steel strapping; Gerrard Steel 
Strapping Div. of U. S. Steel Corp. 








STYRENE 
Rubber-modified styrene sheeting; Campco Div., 
Chicago Molded Products Corp. 
Sunsweet’s switch; new package and shipping 
cases; California Prune & Apricot 
Growers Assn. 
Super Market Institute 
New SMI committees 
Supermarkets. See Markets and Marketing; 
Self Service. 


SURVEYS 
Aerosol products; Chemical Specialties 
July 
Candid-camera data re frozen-foods 
shopper; Marathon Corp. January 
Food-jar chosures; opinions of users; 

S. W. Wilkerson, Inc. for Crown Cork & Seal Co... June 
Impulse Buying Survey (du Pont); comment (ed.) October 
Milk containers; sizes preferred; National 

Assn. of Sanitary Milk Bottle Closure 

Manufacturers 
Soft-drink survey; American Bottlers of 

Carbonated Beverages. 


December 


SURVEYS: MODERN PACKAGING 
Polyester film. 
What do packagers want? 


Industry Surveys 
Certificate for Editorial Excellence; awarded in 
17th Annual Business Paper Editorial Achieve- 
ment Competition 


Soaps and cleansers 
Sporting goods. 
Dairy products. 
Swanson, C. A. & Sons 
How to get to the top; leadegship in packaged- 
poultry field. 
Swift & Co. 
Better dressed veal; vinyl-cloth carcass wrap .... 
Corrugated frozen-food display 
Labels that can take it; high gloss stock 
survives supermarket rough and tumble 
Swingline Speed Products Co. 
Paperboard houses (counter displays) for Tot 
50 Stapling Kit 
Sylvania Div. of American Viscose Corp. 
Booklet: 25 Sparkling Years. 
Modern cellophane lab. 


TAGS 
Tags and labels for packaged textiles 


TAPE AND TAPE DISPENSERS 
Bag-sealing dispenser for polyethylene bags con- 
taining fresh produce; Minnesota Mining & Mfg. 


Co. 

Brand of the Tartan (reviewed); cellophane 
tape. Virginia Huck 

Brochure on aims and objectivesof Pressure 
Sensitive Tape Council 

Brochure: Parmacel 2-in-1 Electrical Tapes; 
Permacel Tape Corp. 

Dual-purpose bag-tape dispenser; Cleveland 
Lathe & Machine Co. 

Filament-reinforced colored paper tape 
for use on plastic products; Behr-Manning Div. of 


Gummed sealing tape; amendment of Rule 
41, Uniform Freight Classification. 

High-strength filament tape for use in heavy-duty 
packaging; Vernon Chemi cal & Mfg. Co. 

Identification of multiwall bag contents by 
tape sewn across bottom; Chase Bag Co. 

In-plant making of pressure-sensitive tape; 
Williamson Adhesives, Inc. ....... 

Low-cost colored film tapes; Labelon Tape Co. oon 

Low-cost Zip tape for corrugated cases; 

Chicago Printed String Co. 

Manual on ways in which pressure-sensitive 
tapes serve the food industry; Minnesota 
Mining & Mfg. Co. 

Multiple-tape dispenser for pressure-sensitive 
tapes; Ruby Products Co. .... 

Pressure-sensitive cotton-cloth tapes; 

Permacel Corp. 

Pressure-sensitive film tape for industrial 
marking, labeling and decorative use; 
Minnesota Mining & Mfg. Co. ...... 

Pressure-sensitive film tapes for industrial marking 
labeling and decorative uses; Minnesota Mining 
and Mfg. Co. 

Pressure-sensitive tapes: Bag-Lok used as 
closure for film bags; printed; packaging in 
plain colors without eae Mystik Adhesive 
Products 

Printable pressure- sensitive labeling tape; 
Permacel Tape Corp 


Manth 


Page 


Month 
November 


Produce packaging tape; yee 7 Mining & 

Mig, Cae ccccces ° 

Produce pre-packaging tape; ‘My stik “Adhesive 
Products ....... ° 

Reinforced tape for use on heavy cartons; 

Hudson Pulp & Paper Corp eee 

a ty tape attachment; Minnesota Mining & 

Mfg. Co 

Tapes for shipping 
(Stocker Mfg, Co.) .... 

Tapes in large color range; also long-length 
cellophane pressure-sensitive tape; Permacel 
Tape Corp....... 

Tear tapes finding bigger fields; ‘Whirlpool 
automatic washers and dryers in shipping cartons 
with rip-cord tear strips......... 

Teflon pressure-sensitive tape coated with 
silicone polymer adhesive; Connecticut 
Hard Rubber Co. 


TEA 
New kind of tea bagger (German-built machine); 
Thomas J. Lipton, Inc. 
Telling a quality story; Spice Islands Co. 





TELEVISION 
Carry-home for antennas; The Radion Corp. 
Color television and package promotion 


TENITE POLYETHYLENE 
Molding and extrusion plastic; Eastman Chemical 
Products, Inc., 


TESTS AND TESTING 

Booklets: Testing the Dry Rubber Resistance 
of a Printed Ink Film on Packaging Materials; 
Testing Compatability of Pharmaceutical 
Solutions in Contact with Rubber Closures 

Cans for chemicals. E. R. Blair, G. E. Curtis 
and L. E. Kneeland . 

Chocol ate-covered candies and ‘candy bars;type 
of pack aging to protect refrigerated candies 
from moisture damage. E. K. Heaton and 


Comparison of foil packages; WVT rate, cost and 
suitability. J. R. Chapman and F. J. Schay 
Conbur impact tests 
Containers to be tested for atom-proofness 
Directory of Commercial and College Testing 
Leboratories; American Society for Testing 
Materials . 
Drop tests and field shipments of Scrimtex 
bags containing boxes; Mosinee Paper Mills Co.. . 
Effects of cathode-ray irradiation on 
functional properties of flexible packaging 
materials. Bernard E. Proctor and Marcus 
Karel .. 


September 


February 


How do you test package ‘design? 10 ways 
to find out what’s in consumer minds 

Ink adhesion to polyethylene film] A. F. Chapman. . 

Insect penetration of films. Paul D. 

Gerhardt and David L. Lindgren 

Insect repellency in multiwalls. K. A. Arnold 
(St. Regis Paper Co.) 

It takes time to be sure; functional container 
tests (ed.) . 

Low-temperature work ability 

Moistureproofness of laminated glassine 
and similar paper constructions. 

Multiwall shipping sacks; QM research. John 
O. Younger and James A. Sargeant. 

New PI tests: printing; adhesives . 

Onion pre-packaging tests; R. E. Hardenburg 

Performance of paper-veneers; E. H. Clarke 

Performance testing of flexible barriers; 
Ordnance methods. Howard M. Weiner. . . . 

Shelf life of polyethylene bottles; Plax 
Corp. Jules Pinsky, A. Nielsen aad 
J. H. Parliman. 

Standardization of test method of determining 
degree of roughness or smoothness of flat 
multiwall bag kraft paper. J. = Nicks (Corn 
Products Refining Co.) 

Test-method revisions. . 

A tester for pliability; wrappability of 
materials. Thomas P. Wh 

Testing for blocking. . . 

Testing for ap om emanega ° 

Testing for the tropics .... 

Testing glue adhesion to cartons—to transparent 
film; Packaging Inst. disc... .. 

WVT testing of waxed paper. . 

What equipment do you need to test your pack age? 
Discussion at National Packaging Conference 
and Exposition....... 

Wood at low temperatures. Kenneth H. Boller 
(Forest Products Laboratory) . 


August 


TEXTILE PRODUCTS 

Apparel. See Clothing; Hosiery. 

Fabric wraps and bags for food packaging 

Polyester film for windows of cartons used for 
rodless curtains and valences; Rodless 
Decorations, Inc. . eceoececess 

Sears and self selection of sheets ‘nd 
pillowcases .. 


Page 
172 


148 
138 
146 
133 


144 


98 
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Vinvi-reein-bese coating of de-sized cotton Month 
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TRAYS 














Textiles (packaged sheets and pillow cases, Month Page Month Page 
: . Aluminum foil trays for packaging frozen-food 
ae apperel); Modern Packaging industry January 84 dinners; re-use value; Foil Kraft, Inc. ........ October 172 
erty alga Bat A tetteg 2 oe eee Bulb packages with cellophane overwraps....... May 91 
Vinyl films for textiles; Den River Mills. nine eres November 106 Consumer package for four Alka-Seltzer tablets; 
Miles Laboratories. ...... knee be eee oo . July 81 
THEFT Corrugated bakery trays; Sherman Peper 
Pilferage discouragement; locks in blister Puneet Gs vc ccc eccvsscas 2 ove April 235 
packages or polyethylene bags mounted on Deep-compartm ented aluminum foil trays, 
cards, Yale & Towne....... September 113 precision formed; Phoenix Industries, Inc. ..... September 168 
Pilfering discouraged by cellophane bundling. . July 178 Non-crush candy tray; Rockwood Chocolate Co.... September 136 
Strapping for export; protection against Quick-change carton former, setting up lock-tab 
pilferage; Quaker Oats Co. ...... see owe October 120 trays automatically; Roberts Fig Co. ... ° April 180 
Tray for pre-packaging lettuce; Standard Folding 
= PW GS koh 06 eee eRe RER OO RSH OS . September 172 
THERMOPLASTICS 
Thermoplastic sheeting materials for packaging; Visibility packaging of bakery products ........ November 116 
- > b 130 Treasure Cave, Inc. 
Packaging Inst. Disc....... Vent eds Gees December Cheese case splits in two July 94 
Vacuum formed thermoplastics .......+.++065 See ltt ee ee eee eer eae we 
Thiele, W. F. Co. ag 
Hams in foil baking jackets..... ee eeeaewvece July 95 matic weigher handling free-flowing or 


semi-free-flowing material... ... +++ April 187 
Tube recutter, semi-automatic; M. D. Knowlton Co. +.» September 160 


Tin cans. See Metal Containers 
Tobacco. See Cigarettes; Cigars. 
































TUBES 
T ORIES ‘ 
ae preparation field.............- April 128 Extrusion-fabricated polyethylene tube......... January 72 
Bundling of razor blades; cellophane overwrap; ae for push-ups; py filling “6 
Gillette Safety Razor Co. ........- tk ae July 80 and sealing device; Central Ice Cream Co. ..... November 1 
Collapsible tubes for shaving creams.......... May 190 Polyethylene, extrusion fabricatedtube......... October 98 
Comb packages; Pro-phy-lac-tic Brush Co. ...... May 189 weer Tubes. 
eae te en lt in displays? April 204 Grass (roots for growing) in polyethylene ....... June 219 
Colgate moli Be eo cvenceeserece ‘en Turkeys, See Poultry. 
Extrusion fabricated polyethylene bottle 
;P & Chemi 
registred cpt ae TYING MACHINES 
Home-barber kits in self-selection vores Automatic tying machine; Inland Wire 
eel, MN BR ae cadet cia web eie ah December 91 Products Co.., wrcere ree tee ee eee ee ee November 180 
Label-locked domes; carding in plastic covers Machine for tying midget casings; Tipper 
(La Cross manicure items) by using glue-labeling Tie, Inc. ttt ee ee ween ee ee eee eee ee Febrisry 154 
machine); Schnefel Bros... .....6+2+eeee05 June 104 Pre-fabricated decorative bows; Minnesota 
Large economy size packages for toothpaste ee October 95 Mining & Mfg. Co... .... ce cece cece ccces February 159 
Screen-coated ceramic color jackets on glass; 
John Hudson Moore’s Sportsman line ......... January 93 U 
Self-replenishing razor-blade display; Marlin : ’ - , 
rt OF re ee Perr eee April 174 Uniform Freight Classification, Rule 41; amendment... May 138 
Self-stacking razor sets; razor-and- watch-band . May 168 
gift cartons; American Safety Razor Corp....... July 114 UNIT PACK AGING 


Shampoo packages. See Hair preparations. Automatically pre-packaged silver; Oneida, Ltd. .. May 78 
Soap. See Soaps and Cleansers. Cheese ire mide dine Peete wee nese eeeees August 92 
Toitetries and cosmetics; Modern Packaging EE ee May 73 


industry survey... ccccccsscsceesesces 
See also Brushes; Cosmetics and 
Perfumery; Deodorants; Hair Preparations. 
Tools. See Hardware; Machinery and Equipment 
Topco Associates 
Cheese in full-color; appetite appeal package ... . 
Evolution of modem, versatile label design for 
Food Club items ....cccccccseccvcccsecce May 99 
Tooth-brushes. See Brushes. 
Tooth paste. See Toilet Accessories. 


Grease fittings (Alemite) unit-sealed; 
ten tih- apa Ee TT eee ere Tee 
Millions of pouches; automatic packaging of 
“‘O”" rings; Stillman Rubber Co. ............ 
Portion packs for pancakes; Aunt Jemima single- 
service envelope and special griddle; 
eae rT 
Two-compartment household hardware 
containers; C, Hager & Sons Hinge Mfg. Co. 
Unipak system; C. A. Swanson & Sons......... 
Unit dosage, pharmaceutical packaging. 
See Drug Trade. 
Unit packs for chemists; triple-laminated 








November 136 


October 116 
January 112 





September 114 
February 203 
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A & H dolls in carton with polyester film windows . July 103 envelopes holding enough for one experiment 
Geometric design dramatizes toy; wedge-shaped (Gram-Pac); Fisher Scientific Co............ March 103 
carton for ‘‘Space Spider’’; Walker Products. ... . June 114 See also Pre-packaging. 
One-piece transparent box incorporating own 
spring hinge and clasp used for Chicago ind ‘ sa 
Gaede game; Whitman Publishing Co........ March 82 UNITED STATES 
Polyester film window for window boxes; , a. Commerce, Department of 
Rewwel Mle Co. oi vice ccs sereeeesucecs July 101 Business Service Bulletin: A Summary of Information 
Self-blowing balloon package (Pump-Pak); on Packaging MaterialsHandling........... - July 162 
SP errr err April 156 Census andyou (ed.) . 2... see ee eee cence eee December 4 
Tips from a toymaker, carton strategy for dolls, Investigation of Shelf Life of Liquids in 
guns, nurse’s and doctor’s kits; Ideal Toy Corp... November 130 Polyethylene Bottles (reviewed),.........+.- June 198 
See aleo Children’s Packages. Simplified Practice Recommendation of 
Commodity Standards Div.: Standard Sizes 
of Paperboard Cartons for Hamburger Buns 
TRADEMARKS AND BRANDS GRRE OE os eb esas behaeh sh ece xe March 184 
Airtex Products Co. (‘‘Airtex’’ and ‘‘Master’’.) ... June 135 
é Brand emphasis next to full color; ‘‘Fondant Mix’’ ‘ Defense, Department of 
pachase (Jatin «cc etc cis ea vecsesees April 187 Surrender in the Pentagon (ed.); ‘"Dis-estab- 
Candy in supermarkets ......00+ eee eeeeees December 99 lishment’ of Industry Advisory Committee 
New unity for Canada Dry; all products Om Packages « ccc soc tescsssseveccecoeces December 4 
under one trademark... 2-22 eee eee erences October 122 Food and Drug Administration 
Integrating; joining established brands to parent F & DA acceptance criteria . . . chemicals in food 
company; Foremost Dairies, Inc. ..........-+ October 104 packaging materials. A. J. Lehman and W. I 
Is it farewell to the Indian? Re-design program ore ed oe a 2 ee January 115 
of DWG Cigar Corp. .......+. ec eeseceses November 140 Detents 
= : 2 2 
yoy hee March 121 U. S. Patents Digest See Table of Contents, page 2 
\ Tags and labels for packaged textiles.......... January 90 of Modern Packaging, each month. 
Trademark Management—aA Guide for Quartermaster Corps 
Businessmen; United States Trademark QMC's challenge to packaging; aerial delivery 
Asan. (reviewed) .....ccccccccccccscces August 152 UR ertist sshd. 1s acne ieee a Od am as Beak ode a July 104 
Trailer Homes, Inc. United States Envelope Co. 
Award winner for match industry’s packaging Self-selling stationery; labeling and display 
Competition ....ccccccccsccsccesesees November 242 program for supermarkets. ........000s000% March 120 
United States Trademark Assn. 
TRANSPARENT CONTAINERS AND WRAPS Trademark Management—aA guide for Businessmen 
Fast-moving pipes; visibility packaging, __, (reviewed) .........55. eee eee eee eee August 152 
Kaywoodie Pipes, Inc. ....- see ee eee reeee August 84 Unit-load cylinders; General Chemical Div., 
Plasti-Form transparent plastic containers; _ Allied Chemical & Dye Corp... 1... +20 +5> June 223 
Wadnmas Mone... BGs.cccccccrcccrerdsceses December 158 University of Illinois ; 
The Pro in plastics, Pro-phy-lac-tic Brush Co..... May 81 Sponsor of Short Course Educational Program 
What do users want? Modern Packaging survey.... November 226 at exposition of Society of Industrial — 
See also Acetate; Cellophane; Cellulose Acetate; Packaging and Materials Handling Engineers.... September 206 
Cellulose Acetate Butyrate; Polyethylene; 
Polystyrene, etc UNSCRAMBLING MACHINES 
Traum, David Co. Mobiloil speed-up; 600-a-minute unscrambler; 
Acetate covers for set-up paperboard base. ..... February 90 Secenp-Vaomnns GM Can. cc cece ccc etens July lil 


Upjohn Co. 
Designed for the doctor; 2-piece molded plastic 
kit; set-up “‘level’’ box for sedative; 
sample case 


URETHANE FOAMS 
Potential packaging materials; G, G. Stier 
(Nopeo Chemical Co., Inc.) 


VCL. See Volatile Corrosion Inhibitors. 


VACUUM FORMING 
Automatic roll feed vacuum forming unit; 
Auto-Vac Co. 
Automatic vacuum forming machine; The Whitlock 


Developments in 1954; future opportunities 
Drape and vacuum forming machine; Auto Vac 


Formed plastics packaging; Pack aging Inst. disc.: 


Vacuum forming applied to packaging; Thermoplas- 


tic sheeting materials for packaging; Vacuum 
forming of acetate for packaging industry; Visual 
formed packages made practical by vacuum form- 
ing; Design comments on formed plastic packag- 
ing today; Vacuum formed thermoplastics—New, 
needed, but not by novices 

Golf-ball packages 

Label-locked domes; carding in plastic 
covers by using glue-labeling machine; 
Schnefel Lros. 

Low-cost vacuum-forming machines; Vacuum 
Forming Corp. 

Pex-Twin model machine operated manually 
semi-automatically or fully automatically; 
Comet Industries 

The rush to formed plastics 

Transparent vacuum-formed pack age to increase 


hardware sales; Keystone Brass & Rubber Co... . 


Vacuum- and drape-forming machine; Comet 
Industries 
Vacuum-formed counter dispenser for Dayton 
fishing floats 
Vacuum-formed packages (‘‘Showcase”’ 
The Emeloid Co 
Vacuum-formed plastic freezer container; Nalle 
Plastics, Inc 
Vacuum-forming machines; Auto-Vac Co. 
Vacuum Forming Corp. 
Vacuum former, continuous production of 
vacuum-formed packages from roll polyethylene 
Valerie Jean Date Shop 
Bonanza on the oasis (Thermal, Calif.) 
Van Camp Seafood Co. 
Pole stacker in supermarket featuring 
‘*Chicken-of-the-Sea tuna fish 
Variety Store Merchandiser 
Variety-store awards; 19th annual National 
Variety Packaging Competition 
Variety Stores. See Chain and Variety Stores 
Vaughan Mfg. Co. 
Show-off can opener 
Vegetable packaging. See Food Packaging— 
Canned Food; Produce. 


VENDING MACHINES 


Automatic Selling (reviewed). G. R. Schreiber... . 


Coin-in-the-slot selling 
Veterinary aerosols 


VIALS 

Light-weight shell vials with polyethylene 
closure; Kimble Glass Co. 

Plastic vials (prescriptionware containers); 
Brockway Glass Co. 

Shatterproof transparent cellulose acetate 
vials; Medford Mfg. Co. 

Shell vials for mass packaging with poly- 
ethylene stopper; Kimble Glass Co. 

Two-compartment vial; Abbott Laboratories 

See also Ampuls. 


VIBRATORS 
New bin and hopper vibrators; Cleveland 
Vibrator Co 
Series of vibrating tables; Vibro-Plus 
Products, Inc. 
Vibrating table; Cleveland Vibrator Co 


VINYL 
Cast vinyl film and sheeting for peckaging dry 
goods, hardware, etc. 
Ice cream molds itself in a vinyl mold; 
Borden 
Paint can and pail liners of formed plastic 
Plastic skin for parts; vinyl plastisol as strip 


coating; Buick Motor Div., General Motors Corp. . 


Pliofilm and vinyl; F. H. Kimball (The 
Goodyear Tire & Rubber Co.) 

Rigid vinyl food package; C. M. Pitt & Sons Co. 

Vinyl films for textiles; Dan River Mills 

Vinyl foam and sponge for cushioning, 
insulation and flotation; W. D. Lahey 
(B. F. Goodrich Chemical Co.) 


Vinyl-resin-base coating of de-sized cotton 
scrim cloth used as veal wrap; Swift & Co. ... 


VISIBILITY 

Baked goods pack aging 

Housewares in transparent film bags; Federal 
Tool Corp. . 

See also Cellophane; Cellulose Acetate; 
Pliofilm; Polyethylene; Polystyrene; 
Transparent Containers 

Visqueen film; shrinkable poultry bug; Traver Div. of 

Container Corp. of America 


VOLATILE CORROSION INHIBITORS (VCI) 
VClI-lined cushioned bags for metal parts; 
Jet-Pak, Inc. 


Walker Products 
Geometric design dramatizes toy; wedge-shaped 
carton for ‘‘Space Spider.’’ 
Wall Rope Works, Inc. 
Self-dispensing rope in shipping container. . 


WAREHOUSING 
How to cut costs in warehousing and materials 
handling; discussion at National Packaging 
Conference and Exposition 
Warmer Bros. Co., Inc. 
Best seller selected for self service; 
A’Lure Bra in folding-carton package 


WATCHES AND CLOCKS 
Self selection packages; Sears, Roebuck & Co. ... 


WATER VAPOR 

Comparison of foil packages; WVT rate, cost and 
suitability. J. R. Chapman and F. J. Schay 

Effect of cathode rays on WVP of packaging 
materials 

Performance tests of flexible barriers; Ordnance 
methods. Howard M. Weiner 

Polyethylene in barriers. E. S. Shorkey. 

WVP by electric hygrometer; evaluation of Mylar 
and saran films as developed at MIT. M. Karel, 
Y. Aikawa and E. V. Proctor 

WVT of asphalt-laminated board 

WVT testing of waxed paper 

See also Moisture. 


WAXED PAPER 
Overwrap for chocolate-covered candies; 
refrigeration tests 
Protection for baked cereal 
WVT testing of waxed paper 


WEATHER STRIPS 
Built like abee-hive; cone-shaped paperboard 
package for flexible weather stripping; 
Bebdgepest Pebsien, Ene. «cccccccccceseces 
Web conditioner for control of moisture in glassine 
and paper fields; Sylvania 


WEIGHING MACHINES AND DEVICES 

Automatic meat labels; Grand Union’ s pre- 
packaging scale 

Automatic weigher handling free-flowing or 
semi-free-flowing material; Trescott Co. 

Automatic weighing unit featuring projection 
type of weight indication; The Howe Scale 
Co. 


Checkweigher; Bartelt Engineering Co 
Check weigher designed for canned or packaged 
items; TAB Engineers, Inc 
Device recording full weight of package 
that may be only partially resting on scale; 
Link Engineering Co. 
Dual check-weighing machine (Merco-Weigh); 
Mercury Heat Sealing Equipment Co. 
Filler-weighers for cookies; Perfect Foods 
French weighing machines; Constructions 
Industrielles de Précision (C. Tennant, 
Sons & Co., agents)... 
Mechanically operated scale; Richardson 
Scale Co......- 
Produce-packaging "scale; Detecto Scales, Inc. 
Retail scale that both weighs and prints 
price tickets for pre-packaged meats; 
Toledo Scale Co.... 
Scale for weighing stuffed sausage lengths 
and links; Exact Weight Scale Co 
Scale with scoop for weighing carrots; 
semi-automatic fruit and vegetable 
weighing machines; Exact Weight Scale Co. 
Statistical robot; automatic weight calculator; 
Mennen Co.. 
Weights and Measures, ‘Report of 39th National 
Conference on (Booklet) .... .. + + sen weecene 
Welch, Charles S. Packaging Award 1954; 
The Toilet Goods Assn. ..... ° ° 
Westem Packaging & Materials Handling Exposition 
Wester show goes over the top ......... 
Westinghouse Electric Corp. 
Help-yourself flashbulbs 


wr""o °wwe 


Month Page 
January 76 


November 


November 


December 


September 


December 


November 


May 
January 
June 
October 


August 
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WET-STRENGTH PAPER 
Softening wet-strength kraft. 
Whirlpool Corporation 
Tear tapes for shipping cartons containing 
automatic washers and dryers 
Willard Storage Battery Co. 
Battery acid in polyethylene-lined carton 


WINDOW DISPLAYS 

Recording tape; Orradio Industries, Inc. 
Wines. See Alcoholic Beverages. 
Wirebound Institute 

Course in design, specifications and testing 


Cellulose materials for food packaging 

Wood at low temperatures; experiments and tests 
Kenneth H. Boller (Forest Products 
Laboratory) 


WOODEN CONTAINERS 
Export market for wooden containers 
See also Shipping Containers. 


WRAPPERS 
Cheese-wrapping material (Parakote K202); 
Marathon Corp. 
High gloss wrapping for bread; Marathon Corp. 
Moisture-resistant carton wrap 


WRAPPING MACHINES AND DEVICES 
Automatic lettuce-wrapping machine; Wrap King 


A 


ABLING, R. W. 
Suggested forms for reporting lost time on 
packaging lines 
ADAMS, WILLIAM G. 
Restoration of moisture to cellophane after 
printing. 
AD, JOSEPH J. 
Developments in paperboard industry as they may 
relate to food packaging 
AIKAWA, Y. See Karel, M., au. 
ARNOLD, K. A. 
Insect repellency in multiwalls; treatment 
with non-toxic pyrenone 


BANKS, WM. B. 

Lithography: carton and label printing 
BARAIL, LOUB C. 

Packaging Engineer (reviewed) 
BARTLETT, F. PARKER 

Testing glue adhesion to transparent film 
BEARDSELL, ALLYN C. 

Tracing today’s developments in shipping 

containers 


The Universal Penman (reviewed) 


BLAIK, E. R., CURTIS, G. E. and KNEELAND, L. E. 


Cans for chemicals 
BLBS, JOHN 
Wire staple fasteners 
BOLLER, KENNETH H. 
Wood at low temperatures. 
BORKLAND, G. W. 
Vacuum forming applied to plastics. . 
BROOKFIELD, DONALD W. 
Automatic control of viscosity of flexographic 
inks at the ee 
BURR, HORACE k. See HENDEL, CARL E., jt. au. 


C 


CARTWRIGHT, L. C. and KELLEY, PATRICIA H. 
Case histories in solving packaging odor 
and flavor problems ee 
CHAPMAN, A. F. 
Ink receptivity of polyethylene film 
CHAPMAN, J. R. and n J. 
Comparison of foil packages; WVT rate, cost 
and suitability 
CHESKIN, LOU 
Color Guide for Marketing Media (reviewed) 
CLARKE, E. H 
Performance of paper-veneers 
CLARKE, EDWARD V. 


Vacuum forming of acetate for packaging industry. . 


COOPER, NORMAN 

Stability of flexographic ee 
COWAN, E. K. See Heaton, E. k., jt 
CURTS, G. E. See Blair, Ee R., jt. au. 
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December 


August 
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December 
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December 


December 


November 


December 


December 
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158 


98 
192 


178 


208 


Page 


132 


135 
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Automatic suppository-wrapping machine; 
Pharmaceutical & Chemical Industry Supply 
Corp. 

Automatic wrapping of frozen meats in con- 
forming plastic wax; Sure-Seal Corp. 

Bread wrapper and slicer; Modem Dabestioe, Inc. 

Film bundling; fraction-of- -case units 

High-speed vacuum sealer for self-service 
meat products; Hudson-Sharp Machine Co 


Ice-cream-bar wrapping machine; Curt G. Joa, Inc. . 


Sandwich machine; Wright Machinery Co. 
Special electric control system for high-speed 
packaging machines; Warmer Electric Brake & 
Clutch Co 
Wright Machinery Co, 
Bulletin on purchase of packaging machinery 


Y 
Yale & Towne 
Locks with a gift look; re-usable polystyrene 
package. 
Yardley of London, Inc. 
Violets that bloom on a counter; 
April Violets fragrance display 
Yosemite Winery Assn. 
California tries wines in cone-topped cans 


Z 
Zippo Mfg. Co. 


Success story; molded plastic package for flints . . 


INDEX 


D 
DENT, R. H. See Nowacki, L. J., jt. au. 


F 
FERRS, 0. C. 
pc an phase; development of pharmaceutical 


pack ag 
FITZHUGH. v. W., JR. 
Letterpress printing of labels 


GERHARDT, PAUL D. and LINDGREN, DAVID L. 
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